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Victory loan is to be negotiated in the spring. As 
its nume indicates, it wi ve a winuer. 





Land hunger also prevails in Texas. It is en- 
riching the 1ease protiveers in the oil fieids. 





Much of the so-called democracy of Europe has a 
string to it, and on the other end of the suriug is the 
hand of ciuss prejudice. 





Sinn Feiners may aot be allowed to exercise self- 
determination, but there is no doubt as to their ue- 
terminution to do so. J. Buil is also determimed to 
determine matters. 





On February 14, the Standard Oil Company of 
Kansas is to hand out two $3 dividends. «huat’s u 
Valentine duy communication worth while, as an 
exchange intimates. 





Some people exert themselves unduly in borrow- 
ing trouble and after thus acquiring it are very 
eager to pass it along to others. ‘hey are extrava- 
gant with their unhappiness. 





Last week in Texas a man was murdered by mis- 
t.se. It was a case of mistaken identity. put « 
that the prosecuting attorney should be able to con- 
vict the defendant on grounds of negligence. 





Prober Heney testifies that Louis Swift, the pack- 
er, presented a horse to Congressman Mann and the 
gift horse is being “looked in the mouth” very 
closely. Politi@ally considered, it is a horse on Mr. 
Mann. 





By the way, are we to have a prohibition amend- 
ment, later on, to abolish the nicotine habit? Use 
of tobacco is very reprehensible. If you have doubts 
on the subject, ask any person who does not smoke 
or chew. 





Certain European diplomats are repeating the 
achievement that made Columbus famous, by dis- 
covering America. Before the war they knew but 
little about America and what they did know was 
not to this Nation’s advantage. 





Among Oklahoma’s war losses were 200 newspaper 
suspensions. The old law of the survival of the 
fittest is usually very active in periods of stress, but 
there are times when the fittest do not survive. So. 
ut least, the cynical exchange editor opines. 


Germany is to abide by those 14 principles enun- 
ciated by President Wilson. Evidently the Hun 
statesmen have interpreted them as a sort of 
“Deutschland-over-allies” code of altruism. 
French translation is different. So is the Italian. 





Land hunger is prevailing throughout the world, 
according to a Paris correspondent. Millions of 
men who have been affected by the war are yearning 
to get places in the sun as landowners. They desire 
to put idle acreage to work. It is a good sign of the 
time. 





State rights are involved in a wrangle between 
Federal and State authorities as to Burleson’s sanc- 
tion of advanced telephone rates and the voice of 
the people, as it sounds in the receiver of public 
opinion, is favorable to the State’s attitude. Profi- 
teering on vibrations should be rung off. 





Shipbuilding contractors are complaining because | 
the Government has tied up their industry to a large 
extent by contract embargoes. In the United States 
Senate, last week, the matter received some atten- 
tion. Yet we are all boasting about a great Ameri- 
can merchant marine that is now developing. 





Japanese have introduced a cracking process in 
their refining industry and opened a course of oil 
geology in one of their universities. They are 
obtaining more oil well supplies from America than 
were formerly available and are getting higher 
prices for oil. Japan is progressing petroliferously. 





Mr. Smoot was the senator who made a motion to 
abolish the zone system of rating second-class mail 
matter, in Senate proceedings some weeks ago. Sen- 
utor Gore moved for a restoration of old rates on 
first-class mail. Both of these members are useful 
senators—even if they do exercise considerable in- 
dependence in ignoring official suggestions. 





General Wood predicts another war, and those 
great armies of military clerks that are now en- 
guged in filing awuy red taupe reports that must be 
preserved for future reference, to say nothing of the 
millions of unemployed soldiers and other miilions 
of more or less weuried taxpayers, are hoping thut 
the General has a wrong steer on the subject. 





National Banks did a larger business last year 
than ever before. The war did not check their trans- 
actions. This is gratifying and the bankers are 
deserving of congratulations. Incidentally it should 
be remembered that the men of the banks have 
shown themselves to be 100 per cent. American in 
the handling of loans and in the making of patriotic 
donations. 





By means of a bill before the Oklahoma Legisla- 
ture, English is to be made the stabilized language 
of the State. But is this necessary? How come 
them law-making guys should have done gone and 
ignored the fact that we-all know what language we 
are a using of? As to knowing that, we sure do. 
Right now there aint no more plain-spoken people 
that we be. Not a-tall. 





Another old-fashioned whim has been exploded. 
The Gulf Stream does not affect weather conditions 
in Northern Europe and its alleged heat is not ex-| 
erted in the way that tradition says it is. So the 
scientists now assure us and they have been investi- 
gating. if they will kindly clear up the fog that 
hangs upon the waters where the stream is supposed 
to percolate, they will confer an additional favor. 





In order to encourage the writing of poetry an 
unknown booster has provided $500 to be given to 
the author of a good book of verses, this offer to 
stand in three instances and now the wooing of the 
muses should become quite general. No cause is 
assigned for the mysterious offer, but it is easy to 
guess why the unknown benefactor failed to give his 
address. He is afraid of the newspaper and maga- 
zine editors. 





On the southern coast of California the kelp indus- | 
try is making progress. From kelp (seaweed) potash 
is derived in commercial quantities. A sea-going 
kelp harvester, driven by petroleum power, gathers | 
the material in large quantities. Acetone, used in 





making smokeless powder, is a kelp product. Ger-!| 
many fenced in its potash supply when it went into 
the war. Now it has lost its American potash mar- 


The ket and it is to be hoped that the loss will be per- 
‘manent. 





WEEEKLY REVIEW OF THE FIELDS. 





The week in Oklahoma resulted in few wells of 
large output and none of the gusher class. Okmul- 
gee County contributed a 400-barrel well in Section 
6-13-12, drilled by W. B. Pine on the Milliken farm ; 
'a 200-barrel well on the Alberty farm, in Section 
36-15-11, the property of Terry and others, along 
with a considerable number of smaller wells and 
some dry holes. An 800-barrel well is reported from 
Section 14-27-3, Kay County, the Carter Oil Com- 
pany’s No. 2 on the Hawthorne farm, and two 250- 
barrel wells on the Warren farm in Section 20-28-1 
j}east, also owned by the Carter Oil Company. The 
Atlantic Petroleum Co. has a 200-barrel well pro- 
ducing 49-gravity crude, on the Wishard farm, in 
Section 12-22-4 west, in the Garber district, Garfield 
County. The Progressive Oii Company completed a 
200-barrel well in the Inola district, Wagoner Coun- 
| ty, Section 9-18-15. There were no large wells com- 
pleted in the Osage district. The southern wildcat 
regions did not report any wells better than 75 bar- 
rels a day. 


The news from Kansas is featured by a report 
from the Elk City gas district along the Montgomery- 
Elk County line, that the latest gasser completed 
there gauged at the rate of 90,000,000 feet per day. 
| It is located in Section 23-31-13. Butler County re- 
ported nothing unusual and the other districts in 
the State are still tied up by cold weather. 


A new pool of high-grade oil at Homer, Claiborne 
Parish, La., is attracting general interest. Leasing 
is unusually active, but owing to the fact that many 
titles are not clear, litigation is expected to be a 
feature of future developments. About one-half of 
|the production of the Pine Island pool is being han- 
died by the pipe lines. 

In Eastland County, North-Central Texas field, the 
Texas & Pacific Coal & Oil Company’s No. 1 on the 
Hand farm, is estimated at 1,400 burrels daily. The 
Oil State Corporation’s well on the Parrack farm, 
which is showing for 100 barrels daily, in the top of 
the sand, will be drilled deeper in a few days. The 
|Magnolia Petroleum Company’s No. 2 on the Duke 
'farm, in the Duke pool, was drilled five feet deeper 
into the sand and increased its production to 1,500 
barrels a day. The Bailey well, in Brown County, 
is still played as a “mystery.” In Stephens County, 
the Gulf Production Company’s No. 1 on the White 
farm, is a 400-barrel well at 3,305 feet. Twenty com- 
pletions were reported in the new Burkburnett pooi, 
ranging in daily production from 100 to 600 barrels. 


Southeastern Ohio furnished a 50-barrel well and 
one reported at 90 barrels. Both are deep-sand pro- 
ducers. In Smithfield district, Roane County, W 
Va., a 40-barrel well was completed. 

Runs by the Cumberland Pipe Line Company, in 
Kentucky, aggregated for the week, 107,941 barrels, 
the largest in the history of the field. Lee and Allen 
Counties continue to lead in the number and size of 
completed wells. 

Maverick Springs, in the Wyoming field, reported 
a 150-barrel producer, located in Section 22-6n-2w. 
The Ohio Oil Company has drilled six wells to the 


}saand in the Rock River pool, in Southern Wyoming, 


without finding a failure. Unfavorable weather is 
<a a slackening of activity in the Wyoming 
fields. 

Fields of California are unusually quiet. Only 39 
wells were finished in December and prospects for 
any greater activity in the immediate future are not 
flattering. 

Two important wells are ready to drill in in 
Mexico. Both are in the Southern field. One is the 
property of the Transcontinental Petroleum Com- 
pany, which, if a producer, will extend the produc- 
tive territory and the other, the Gulf Oil Company's 
test on Lot 8, Tepetate. 





MID-CONTINENT PRODUCTION. 





Hstimated production of the fields of the Mid- 
Continent at the close of the past week was as 
follows: North Louisiana, 39,500 barrels; North 
Texas, 112,140 barrels; Corsicana light and Thrall, 
900 barrels; Kansas, 65,000 barrels; Oklahoma, out- 


‘side of Cushing, Shamrock and Healdton, 137,500 


barrels; Cushing and Shamrock, 39,000 barrels; 
Healdton, 38,000 barrels; total, 432,040 barrels. 

The estimated daily production of heavy-gravity 
oil in the Gulf Coast field was 71,453 barrels; Corsi- 
cana heavy, 500 barrels. 











RATIONING OF NATURAL GAS. 


Louisville, Ky., will be required to use rationed 
gas. This arrangement had been provided by the 
Fuel Administration, but the city, through its of- 
ficials, having a legal contest with the Louisville 
Gas & Electric Company,. objected strongly. Judicial 
authority was invoked to restrain the Fuel Admin- 
istration from enforcing its regulations, but Judge 
Samuel B. Kirby, of the Jefferson Circuit Court, 
before whom the matter was brought, refused to 
grant an injunction. 

Judge Kirby denied the motions of the city of 
Louisville and the Rev. J. M. Maxon for a temporary 
restraining order to enjoin the gas company from 
putting into effect an order of the Fuel Administra- 
tion rationing the supply of natural gas to consum- 
ers in Louisville. 

The order provides that each consumer shall be 
permitted to burn not to exceed 1,000 cubic feet per 
day, unless permits for additional amounts needed 
are obtained from the Federal Fuel Administrator 
for Kentucky. It also provides that “wherever the 
supply of natural gas is in excess of the quantity 
required to fill the demands therefor within the 
limit hereby imposed, the companies may make a 
prorata delivery of such excess to their consumers.” 

During the severe weather of last winter there 
was a demand considerably in excess of the supply 
which flowed through the main leading from the 
West Virginia fields to Louisville. During the sum- 
mer, the city attorney of Louisville and others re- 
quested the Fuel Administration to take action which 
would prevent suffering from shortage of supply in 
case of another severe winter. The order to accom- 
plish this result was issued after a conference held 
at the offices of the Fuel Administration in Washing- 
ton on October 10 and 11. 

This conference was attended by more than a 
seore of leading officials interested, prominent citi- 
zens of Louisville and well known experts in natural 
gas affairs. 

It was shown that 8 per cent of the Louisville 
consumers use 50 per cent. of the entire quantity of 
gas consumed in the city. For example, in the 
month of January, 1918, one residence used over 
500,000 cubic feet; another over 400,000 cubic feet ; 
several others over 300,000 and 78 residences from 
100,000 to 200,000 cubic feet each. Ninety-six and 
one-half per cent. of the consumers used an average 
of less than 1,000 cubic feet a day each, or about 
30,000 cubic feet a month. The number of consum- 
ers using more than an average of 1,000 cubic feet 
a day was only about 1,500. 

This case at Louisville was the first legal test 
made as to the Fuel Administration’s authority and 
it is important. 


PROPOSED CHANGES IN LAW. 


While there is a strong sentiment in Texas oppos- 
ing certain proposed modifications in the statutes 
relating to oil and gas, there is also another idea 
that is favorable to such changes. The Mining 
Circle of El Paso, for instance, has outlined a plan 
which has the approval of some of the legislators, 
and it includes the following provisions: 

“1. That oil and gas prospectors, called in oil par- 
lance wildecatters, shall first acquire a permit from 
the commissioner of the General Land Office by pay- 
ing therefor a rental of 10 cents per acre per annum, 
together with the requirement that drilling opera- 
tions shall begin within the first 12 months, and 
that the life of the prospecting permit be limited to 
the period of two years. 

“2. The second stage or producing period.—The 
law: requires that within 30 days after gas or oil is 
found in paying quantities the prospector must apply 
to the land commissioner for a lease and that the 
application therefor must be accompanied with a 
pxryment of $2 cash per acre, and also the further 
payment therefor of $2 per acre per annum, together 
with the payment to the State of one-eighth of the 
oil and: gas produced thereafter. 

“Now, this law should be changed so as to make 
it agree. with the custom and practices usual in oil 
field development. Until this is done no help will 
be obtained for wildcat development in the western 
part of the State. 

“There is so much work to be done in the Ranger 
field, where the oil operators are now annoyed 
by these hard and onerous conditions, that none but 
the most venturesome men will undertake the devel- 
opment of the oil resources in our western’ section 
of the country. 
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“The oil fraternity agrees that the mineral law 
should be changed to encourage development as 
follows: 

“1. Cut out all the prospector’s provisions of the 
present law altogether and authorize the land com- 
missioner to issue a lease subject to a transfer in 
whole or in part on the land for five years, provid- 
ing for the payment of 10 cents rental per acre per 
annum until drilling is started, at which time the 
annual cash rental shall cease so long as drilling 
operations shall continue or as long thereafter as 
oil and gas is produced in paying quantities. 

“2. Forfeiture of the lease contracts may follow: 

(a). Upon the failure to pay the 10 cents rental 
per acre per annum as aforesaid. 

“(b). Forfeiture shall occur automatically if the 
drilling has not been begun within the five-year 
period or if the payment of the annual 10 cents per 
acre rentals have not been paid. 

“The operators, after bringing in oil or gas, shall 
pay to the State one-eighth of the oil or gas produced 
and sold from the property.” 

The above proposed changes are described as con- 
structive ones. Many other changes, advocated in 
other quarters are of an obstructive or destructive 
character. ° 


PRODUCTION TAX DECISION. 





Oklahoma decrees giving effect to this State’s 1916 
gross production tax upon oil and gas produced by 
those operating under Federal as well as private 
leases of Indian lands were set aside last Monday 
by the Supreme Court at Washington. Without ren- 
dering an opinion, the court sustained an appeal 
of the Large Oil Company, operating in the Osage 
Reservation, from orders requiring it to pay the 
taxes to the State auditor. 





TWENTY PER CENT. PROVISION. 


Favorable action on the proposed 20 per cent. pro- 
vision in oil taxation in the much discussed revenue 
bill, has been taken by the Conference Committee to 
which it was submitted following its adoption by 
the Senate Committee, at Washington. The House 
managers objected to the rate, but finally accepted 
it. The depletion clause providing for decreased 
property valuation in oil holdings under the proposed 
tax regulations, is also to be allowed, according to a 
message received in Tulsa this week from Senator 
Gore. 





SURVEY OF RED RIVER BED. 


Senator Knie last week introduced a concurrent 
resolution in the Oklahoma Senate authorizing the 
Oklahoma School Land Commission to “survey and 
lease for oil and gas the land north of the south 
bank of the Red River, north of Texas.” 

The resolution refers to different treaties between 
Governments of the United States, Mexico and 
Texas, contending that “treaties between United 
States and Mexico and Texas recognized the south 
bank of the Red River as the boundary line.” The 
resolution further says: 

“In ordering the commissioners to have this sur- 
vey, the several funds of Oklahoma will gain several 
sections of land, among them at least 400 acres in 
Section 16, 4 south, 13 west, this section being a 
mile and one-half from Burkburnett. The land on 
the Texas bank adjoining this will command a bonus 
of about $5,000 an acre. Oklahoma has the land 
north of the south bank of Red River. . In all. there 
would be about 2,500 to 3,000 acres of oil and gas 
land gained.” 

Texas officials are objecting to these claims of 
Oklahoma and the courts will have to decide the 
real boundaries. 








NO LACK OF GAS PROBABLE. 


As a result of new field connections, the Oklahoma 
Natural Gas Company is to have ample gas for 
Oklahoma City and 40 other towns in the State dur- 
ing the balance of the winter season. Gas from the 
Cement field is being drawn upon. Fortunately, thus 
far this winter, there has been no serious gas short- 
age in Oklahoma. The-weather has been mild, ex- 
cepting that of a few brief periods. In order to pro- 
vide for contingencies many gas consumers pur- 
chased heating stoves last fall to burn both coal and 





gas, and quantities of coal were carefully stored. 


away. The coal is still in storage. 





Friday, 
IMPORTANT OIL LAND CASE.’ - 


Holders of Southern Pacific stock are much inter- 
ested in the coming legal battle over the ownership 
of certain oil lands in California. The Government 
claims that the lands were fraudulently obtained. 
Railroad officials are alleged to have known that the 
territory was oil-bearing before they had it pat- 
ented. The officials deny this. In his last anhual 
report the president of the Southern Pacific ex- 
pressed confidence in the company’s ability to make 








a favorable showing and to win the litigation. These 


are some of tlie matters to be considered: 

The land was a subsidy of alternate sections along 
the right-of-way, and the company claims, could not 
have been selected for special value, mineral or 
otherwise, over other lands adjacent. 

Government grant excluded all lands bearing min- 
erals except coal and iron. 

Patents were incontestible after six years from 
issuance, except for fraud. 

The Government charges fraud, alleging that of- 
ficials had knowledge of existence of petroleum. 

Long after the six-year period had elapsed and, in 
fact, subsequent to 1900 the railroad sold these lands 
for $2.50 an acre, losing thereby several million 
dollars. This fact is pointed to as proof that 
Southern Pacific officials were ignorant of the exist- 
ence of oil in these lands. 

In the case the Government appears as an appel- 
ant from an adverse decision in the Court of Appeals. 


CLIFFORD THORNE’S PROPOSAL. 


Clifford Thorne is one of the most active men in 
the movement to get a square deal for shippers from 
the Railroad Administration of the United States. 
He has already done much good work for oil inter- 
ests in that direction. Before the Senate Interstate 
Commerce Committee, last week, he suggested that 
Congress should even go so far as to withdraw from 
the President of the United States the arbitrary 
power to fix railroad freight rates. He declared that 
unless this action were taken incalculable injury 
would be suffered by shippers. 

Mr. Thorne told the committee that Government 
operation of the railroads was “so distasteful 
among the shippers of the United States that were a 
popular vote taken today it would be defeated over- 
whelmingly.” 

The Railroad Administration, he said, , however, 
had accomplished some good things that “must be 
saved out of the wreckage,’ and to that end he 
recommended remedial legislation during the inter- 
val before the ultimate disposition of the roads was 
decided upon. 

He advocated amendment of the existing law so 
as to restore the suspension powers of the Interstate 
Commerce Commission; strike out the clause which, 
he said, attempted to make the orders of the Presi- 
dent superior to State and Federal law and add a 
provision requesting the director-general to pay final 
judgment against common carriers under his control 
and charge the same to operating expenses where soe 
chargeable prior to Government operation. 

Mr. Thorne’s statements before the committee have 
caused much comment and the shippers of the coun- 
try are in accord, generally, with his views. 


GRIEVANCE OF AN ATTORNEY. 


Attorney W. C. Carrick has been active in the 
prosecution of oil companies charged with contami- 
nating water which Sapulpa, Okla., did not wish to 
have contaminated. Oil wells have produced salt 
water as well as oil and some of these fluids have 
flowed into streams. Refineries have also contributed 
their share of objectionable flavors to the water 
supply. Carrick has gone after offending oil inter- 
ests with great zeal and he has been /instrumental in 
the collection of several damage claims. Carrick 
has a contract with the city to protect his rights in 
obtaining compensation and it is now alleged that an 
effort is being made by some of the municipal 
officials to forget about that contract. So the lawyer 
has a grievance and he threatens to sue the city. 
As he is very successful in obtaining judgments 
Carrick will probably show Sapulpa that a contract 
guaranteeing certain fees is more than a mere scrap 
of paper. So the Sapulpans will show good judg- 














‘ment in recognizing the rights and emoluments of 


their special attorney. There may be future suits 
to obtain cash from oil men and~-as Carrick is ex- 
perienced in such work, he should be regarded as a 
financially useful public servant. 
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FOREIGN RIGHTS IN MEXICO. 


In order to place before the Peace Commission at 
Paris the facts relating to Carranza’s threatened 
confiscation of oil properties located in' Mexican 
territory, and to ask for the safeguarding of vested 
interests, a committee representing an American or- 
ganization, the National Association for the Pro- 
tection of American Rights in Mexico, has decided 
to send a delegation from its membership. Not only 
are oil interests involved in this matter but so, too, 
are agricultural, mining, cattle raising, banking. 
smelting and other business interests in which 
American money has been honestly invested. Ed- 
ward L. Doheny of the Mexican Petroleum Corpora- 
tion has been selected as a member of the delegation. 
Others, representing various industries will also be 
sent. 

“nglish and Dutch interests will probably be iden- 
tified with this effort and it is likely that the peace 
commissioners of the different nations will be suf- 
ficiently impressed by a proper presentation of the 
facts as to take favorable action in the matter. 

This action would probably recommend that the 
United States be named as the power to enforce any 
regulations which the commission may decide upon 
-—thereby recognizing the purpose and scope of 
the Monroe Doctrine. 

Inasmuch as Washington has been slow to en- 
tangle itself in any Mexican row, owing to war 
conditions in Europe, no decisive position has thus 
far been taken by the American Government to pro- 
tect American interests in Mexico. Should the 
Peace Conference take steps to check the plans which 
the present governing faction in the Southern re- 
public is apparently determined to carry out, then 
Uncle Sam would doubtless have some important 
police work to do in the troubled realm of Senor 
Carranza. 


LIVELY CONTEST SCHEDULED. 


At a conference in Chicago, 300 distillers have 
decided to fight the “dry” amendment fn the United 
States Supreme Court, on issues that are new in 
the country’s judicial history. One is the constitu- 
tionality of the constitutional amendment article 
itself. The highest court in the land will be asked 
to pass on the question as to whether 36 or any 
number of States can impose a rule of personal 
conduct on other States that are riot included in the 
combine. 

This attack will be based on Article X, of the 
Constitution, which provides that powers not dele- 
gated to the United States, nor prohibited by it to 
the States, shali be reserved to the States respec- 
tively. 

Another point to be raised is whether the Federal 
Government can force a State to surrender its in- 
herent right to handle exclusively matters that per- 
tain to the personal liberty rights of the individual 
citizen of a State. 

It is pointed out in some quarters that legisla- 
tures of “wet” States, in ratifying the amendment, 
did not represent the will of a majority of voters in 
such States and that none but Legislatures of dry 
States should have ratified the amendment. Also 
certain farmers who make cider are expected to join 
in the wrangle and it should be interesting all 
around. But the paramount question will have to 
do with the constitutionality of the constitutional 
amendment article under which -the arid condition 
is to be effected nationally. 

Oil men who have long been breathing the dry 
atmosphere of Kansas, Oklahoma and other barless 
localities are not seriously interested in the out- 
come of the expected court battle. They have become 
necustomed to non-alcoholic beverages and the old- 
fashioned, indoor sport of buying “Old Crow,” 
“Anheuser-Busch,” ete. is a well-nigh forgotten 
pastime. Bevo takes the place of all that. 


MR. WILLARD, THE OIL MAN. 


Jess Willard, champion scientific assault-and-bat- 
tery exponent of the world, was recently invited to 
referee a boxing contest. The invitation reached 
him in Chicago last week and this was his response: 
“I’m here on business, and that business is oil busi- 

















FUEL STATIONS PLANNED. 





From Washington it is learned that plans for the 
establishment of oil stations in all American ports to 
facilitate the refueling of ships of the American 
merchant marine. are under consideration by the 
Shipping Board. John A. Donald, acting chairman 
of the board, recently informed shipbuilders, in con- 
ference, of this fact. 

Mr. Donald declared that the lower cost of fuel 
oil as compared with coal would serve to give 
American shipping a great economic advantage in 
competing with British and other foreign-owned 
ships, and would help to offset higher wages and 
construction costs prevailing in the United States. 

“All steel ships of the Emergency Fleet Corpora- 
tion now being built are constructed in such a way 
that they may use oil fuel,” Mr. Donald said. “This 
opens up a tremendous field for the application of 
oil. The Government's co-operation with the private 
owners makes possible the establishment of oil sta- 
tions at all our ports, where our vessels may be 
supplied with oil ‘at a price which will beat the 
price of coal. It is not alone the price of oil, but 
the saving of space, which counts.” 





BAN ON THE NITRO WAGON. 





Bartlesville, Okla., was severely shaken on a re- 
cent occasion when a nitroglycerine plant blew up in 


the past. Nitroglycerine wagons and trucks are 
frequently seen in Bartlesville and even when they 
are empty, such vehicles have a sinister appearance 
that arouses suspicion. They beget a lack of con- 
fidence. Many an innocent nitro outfit passes 
emptily through the streets of oil région towns and 
then there are others that are loaded with sudden 
devastation in a condensed form. So Bartlesville 


police to keep the vehicles out of traffic’s usual chan- 


violation of the proposed ordinance. In many other 
oil towns there are similar laws and, in some cases, | 
the enactments are really enforced. Perhaps the | 
Bartlesville ordinance will also be taken seriously. | 
Since the above was put into type a nitroglycerine 
conveyance was blown up in the town of Bigheart, | 
Okla., causing the loss of five lives and much} 
property. 


SHREVEPORT TAKES POSITION. | 
Shreveport, through its city commission, has 
formally declared opposition to the use of natural | 
gas in the Caddo field for making carbon black. The 
commissioners believe that other uses are more de- | 
sirable and more advantageous. There have been | 








its vicinity. ‘And it has had similar experiences in | 


STATESMEN ARE SUSPICIOUS. 





In a Senate inquiry at Washington, recently, a 
man was sharply questioned to ascertain if he.were 
not acting as a special agent of petroleum interests 
to boom the proposition of using oil as a steam- 
generating fuel on American vessels. The investi- 
gators endeavored to show some sort of graft on the 
part of oil interests because of the popularity of oil 
as a fuel. The maritime world, by common consent, 
favors oil as a fuel to drive ships, because of its 
efficiency and economy. The late war has wiped 
away any doubts that may have been felt on this 
subject. Yet the Washington probers would dis- 
regard all the advantages of the fuel and endeavor 
to unearth a mysterious plot. 

That there is dishonesty in some of the things 
done in behalf of special interests at Washington is 
not disputed, but when an attempt is made to show 
that encouragement of the movement to equip Ameri- 
can ships with oil burners, is founded on graft, the 
probers are merely airing their ignorance and 
prejudice. 





IN FAVOR OIL COMMMITTEE. 








| Oil men throughout the country are supporting 
the proposal to organize a permanent oil committee 
for peace service to succeed the National Petroleum 
War Service Committee. This proposition has been 
[quite generally discussed and will doubtless be 
| favorably acted upon after the war committee closes 
|its books following the completion of peace negotia- 
|tions in France. In the meanwhile it would-be well 
| for oil men to take such steps as may be necessary 
ito work out details as to the organization of the 
proposed committee and decide just what its work 
ishould include. Thoroughly representative men 





has coneluded to have an ordinance requiring the |S!ould be selected to constitute the membership. 


Oil men are to hold a convention in Chicago in 


nels in the bailiwick, and to provide penalties for | 


the spring and at that time the committee question 
may be taken up. 





EXHAUSTION OF OIL SUPPLY. 





Dr. A. E. Acheson, a noted scientific authority, has 
been studying oil matters and is convinced that the 
petroleum fields of America are in danger of ex- 
haustion in a comparatively short period. Basing 
his views on the present volume of supply and con- 
sumption, he sees an end to oil production in com- 
mercial quantities in this country within the next 
16 years, perhaps. The world’s supply, he fears, 
may be wiped out in 20 years. 

Practical oil men are not disposed to take so pessi- 
mistic a view of petroleum prospects. Important 
fields-are to be opened, they believe, in numerous 


some suggestions that carbon black should be made ‘localities now undeveloped, and many years will 
only from gas that is so remote from the ordinary |pass before the old fields become totally dry. Where 
fuel markets as to be unavailable for domestic con- | jj is found throughout the world there are reasons 
sumption, but these exceptions are arousing objec-|to believe that extensions of the known fields will 


/not only gilt-edged, but had a golden glow generally 


tions in Louisiana. 

Throughout the country in various gas-producing 
districts, the carbon black industry is under a ban 
owing to the large volumes of gas that are consumed 
in the production of carbon soot. There have been 
few improvements in carbon black making since the 
inception of the industry. Efficiency men have failed 
to work out economical methods. 

Gas is burned in a manner that produces much 
smoke and this, impinging on a metal plate, leaves 
the carbon to be gathered by merely scraping it. off. 
In the process much gas is necessarily wasted. 





LIBERTY FUEL PROMISES. 


Some weeks ago dispatches from Washington 
quoted high authorities as saying that the new so- 
called Liberty fuel, as a substitute for gasoline, had 
much to commend it and that owing to its cheapness 
and efficiency the manufacturers of the new concoc- 
tion should soon be in a position to seriously com- 
pete with manufacturers of gasoline. The prospects 
of the “Liberty” enterprise, it was intimated were 





and the Bureau of Standards was quoted as endors- 
1ug the fuel. Now the bureau explains that it 





ness—nothing else. The fight game may be all right, 
but I’m now making money in oil.” 

This answer was taken as a severe jolt by the 
sparring fraternity, but Willard subsequently de- 
cided to again re-enter the ring as a contestant 
regardless of his oil business. 


motor fuel. 


{maintain the usual output for a long time. Oil men 
do not attempt to figure on the length of that period, 
but they persist in being optimistic. However, the 
fact is quite generally recognized by those who give 
careful thought to the matter, that the Twentieth 
century is likely to witness the passing of the oil 
industry as a great factor in the world’s business. 
The people of the future will be forced to find an 
oil substitute or be greatly inconvenienced. 





INCREASE IN OIL PRICES. 





On January 24, the Empire Gas & Fuel Company 
advanced the price of oil produced in the Paola 
field, Kansas; 20 cents per barrel being added to 
the previous quotation of $1.45. This is a 22-gravity 
oil and is used in the manufacture of asphalt prod- 
ucts. It is evident that an increase in the quanti- 
ties of oil produced in that field is desired and will 
be forthcoming. 





WORLD'S OIL PRODUCTION. 





Dr. F. Perkins, a British oil authority, at a recent 
meeting of the Institute of Petroleum Technologists, 





merely made a series of dynamometer tests, etc. 
And Oil Director Requa, who has given the fluid | 
some attention, does not regard it so favorably as 
some other officials seem to have done. 


in London, estimated that the total production of pe- 
troleum in all the oil fields of the world, during 
1918, amounted to about 60,000,000 tons. This, he 


He does|said, was an increase of 10,000,000 tons over the 


not. expect it to take the place of gasoline as a sega output of oil in 1913. Notwithstanding the 
war, the oil workers were busy last year. 
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MEN KNOWN IN OILDOM 
Joun V. McManon 
Johbu V. McMahon was born in Cattaraugus 


County, N. Y., in 1882. At the age of 16 years, he 
became an employe of the Indiana Pipe Line Com- 
pany, serving as telegruph operator, field gauger. 
tank strapper, engineer on pump stations, etc., and 
acquired a general knowledge of the pipe line and of 
the oil business. He spent a number of years in the 
employ of the Standard subsidiaries and finally re- 
signed a responsible position in the real estate and 
tax department of the Standard of New Jersey about 
1911, coming to Oklahoma where he became engaged 
in acquiring oil leases and connected with the pro- 
duction of oil generally, and was recognized as one 
of the most competent and successful leasers and 
producers. 

In 1914, he was persuaded to give up his private 
business and accepted a position with the Gulf Oil 
Corporation, and was identified with the Gypsy Oil 
Company and Gulf Pipe Line Company, in Okla- 
homa. He was advanced in this organization, finally, 
to the office of vice-president, and at the time the 
United States became involved in the world war, 
his headquarters were moved from Tulsa to New 
York City where he became assistant to George S. 
Davison, president of the Gulf Oil Corporation. This 
position he resigned in December, 1918, and it was 
later announced that he had accepted a position 
with the Sinclair Oil & Refining Corporation and 
took up his new work on Jan. 1, 1919. Mr. McMahon 
is vice-president of the Sinclair companies operating 
in North Texas and has full charge of their business 
in that district. He is one of the best known of the 
younger element in the oil business, and is un- 
married. 





Personal Paragraphs 





Lee Purr, of Sistersville, W. Va., has taken charge 
of the Muskogee Tool Company’s shops in Ranger, 
Tex. 

ex 

Nelson K. Moody, vice-president of the Prairie Oil 
& Gas Company, was in Tulsa during the past week 
for several days. 


* * 


Al Talbot, Tulsa oil man, has returned from the 
war and is again taking up the oil game where he 
“left off,” some time ago: 

a . a 

O. R. Howard, Tulsa oil man, has returned from 
Junction City, Kan., where he was in attendance at 
the funeral of his wife’s mother. 

om . * 

Lon M. Frame, one of the founders of the very 
successful Depositors’ Oil Company, has moved from 
Oklahoma City to Kansas City, Mo. 

. 7 * 

J. P. Graver, president of the Chicago Petroleum 
Club, arrived in Tulsa a few days ago. His trip is to 
include points in North Texas and the Gulf Coast 
country, before he returns to the Illinois metropolis. 

” . . 


Ed Foster, formerly affliated with the Barnsdall 
oil interests in the Osage district, with headquarters 
at Bartlesville, Okla., is now a special man for the 
Sinclair Oil & Gas Company and will. hereafter, be 
a Tulsa resident. 





E. G. Bedford, of Oklahoma City, representing the 
North American Oil & Refining Company, was in 
Dallas, Tex., last week and expressed himself as 
being very favorably impressed by that town’s oil- 
business prospects. 

. . >. 

A. T. Wolfe, a former Trenton Rock operator, who 
has for a number of years been operating in Okla- 
homa and Kansas, is spending a few days among his 
Toledo, Ohio, friends. He has met with good success 
in the Mid-Continent field. 

. * * 

F. B. Vincent, an experienced refiner who has had 
22 years’ experience in refining plants in Pennsyl- 
vania and Wyoming, is now in charge of the work of 
remodeling the plant of the Transatlantic Petroleum 
Company, at Houston, Texas. 

+. * . 

Victor T. Tschachtli, who some months ago was 
summoned to Pennsylvania on account of the selec- 
tive draft and who is now free to serve as a civilian, 
has returned to El Dorado, Kan., to re-enter the 
service of the Empire company. 

* * * 

G. V. N. Yates has resigned his position as district 
foreman for The Texas Company in the Bird Creek 
and Glenn Pool districts, Oklahoma, after 12 years 
of service with that corporation. He will now go 
into the oil business on his own hook. 

+ * - 


G. F. Mahan, in charge of the business of the 
National Supply Company, in the Mid-Continent, 
Texas and Rocky Mountain fields, was a visitor in 
Toledo, Ohio, last week. Mr. Mahan is one of the 
most popular of the oil well supply men. 

om sd + 

W. C. Critchlow, a pioneer oil man in the Heald- 
ton field, who has been an influenza sufferer in Titus- 
ville, Pa., has arrived at Ardmore, Okla., and is 
much improved in health. He has valuable oil land 
in Texas which he will develop later on. 

+ 7 - 

J. M. Wadsworth, formerly a petroleum engineer 
for the United States Bureau of Mines, and later 
State administrative engineer for the Federal Fuel 
Administration of California, has joined the Em- 
pire’s engineering department as a consulting engi- 
neer in the Mid-Continent fields. 

. * & 

L. A. Reed, superintendent of the Midwest refinery 
at Casper, Wyo., has become general manager of the 
Midwest company. He is now in charge of the com- 
pany’s refining plants at Casper and Greybull and 
Salt Lake City, Utah. The latter refinery was re- 
cently acquired by the Midwest and will be run to 
capacity. : 
s 

M. P. Spears, recently discharged from military 
service, has been appointed district manager of the 
Western Rope & Manufacturing Company, with 
headquarters in Dallas, Tex. Mr. Spears will look 
after the interests of his concern in the North- 
Central Texas fields. 


Liquid State Oil & Refining Company is about to 
move its head offices from Oklahoma City to Tulsa, 
so as to be nearer to its operations in the Osage 
country. H. H. Breene is president, Charles West, 
vice-president, Leo Holland, second vice-president 
and W. M. Mitchell, secretary-treasurer. These 
officers were recently re-elected. 

* 7 > 


J. H. McDonald, of Muskogee, Okla., and Carl BE. 
Swindler, of Tulsa, were in Pawhuska, Okla., last 
week arranging for the location there of one of the 
Atlas Supply Company’s branch establishments. With 
the increase in oil operations in the Osage district, 
Pawhuska is having a boom and the Atlas will add 
to the business activities of the town. 

. - * 

Robert Pringle, who has long been identified with 
the nitroglycerine business and the oil industry in 
the Bradford field, Pennsylvania, is a visitor in 
Tulsa and may become identified with the oil indus- 
try here. Carl Dresser, who has drilled in another 
big well in the Osage has been showing Mr. Pringle 
some of the numerous points of interest hereabouts. 

a ao * 


F. J. Kearful, an assistant to the attorney-general 


of the United States, has been in Wyoming during} 


the past week, gathering data for the Government to 
be used in litigation against several oil companies 


by Uncle Sam’s industrious prosecutors. Title to oil 
lands is the issue involved, the lands being in the; 


Salt Creek field which were withdrawn under Presi- 
dent Taft’s order. 
” * 

Harry McGill, a Tulsa oil man, has received in- 
formation from his brother ,Charles McGill, of 
Tidioute, Pa., who some months ago was reported 
as missing in action, in France. The young man 
has had a strenuous experience in the war. Now 
he is with the American army in Luxemburg. and 
has been awarded a distinguished service medal in 


‘recognition of his. valor as a fighter. 


Art B. Henry, who has oil interests in the vicinity 
of Cisco, Tex., was an arrival in Tulsa last week, 
from Pennsylvania. He corroborates the stories now 
so often heard about big doings in North Central 
Texas. The sky is the limit there in oil expecta- 
tions and many people are making fortunes. There 
are others, it may also be stated, who are failing to 
connect with the wealth that the lucky ones so 
readily obtain. 


Congressman-Elect E. B. Howard, former State 
auditor of Oklahoma, arrived here last week from 
Washington where he was getting a line on the 
business of making laws. In a few weeks he will 
return to the capital city and take up the work for 
which he was chosen by a majority of the voters of 
this district. Mr. Howard should be a very useful 
mah “in Congress—especially for oil interests. He 
has oil holdings and understands the various angles 
of the business. 

* 

John Wheeler, of Muskogee, Okla., has returned 
from Wichita Falls, Tex., He says the oil stock 
game is being played there most extravagantly. 
People are mortgaging their homes to get money for 
the stock sellers. The lease game, too, is running 
wild and crowds continue to arrive from all points 
of the’ compass. - Hotel accommodations are inade- 
quate. In order to obtain meals the hungry multi- 
tude is required to stand in a line as people do when 
they buy baseball tickets. 

* * * 

W. G. Williams, widely known as an oil engineer, 
has invented a multiple pipe dehydrator which he 
says can be operated at half the cost of present de- 
vices used in separating oil from water. Mr. Wil- 
liams offers the use of the idea to operators without 
charge. He is now located at Oklahoma City and is 
engaged in professional duties as a consulting en- 
gineer. Mr. Williams was one of the Empire's ef- 
ficiency men before accepting the position of district 
engineer, in the Mid-Continent fields, for the Fuel 
Administration. 


A. W. Golden, J. E. Golden, J. A. Brawley and J. 
W. Hanks, officials of the Tidewater Pipe Company, 
with headquarters in Bradford, Pa., visited Tulsa 
on Saturday and Sunday and from this city pro- 
ceeded to Fort Worth, Tex. A. W. Golden, general 
superintendent of the company, declared that re- 
ports of the Tidewater company’s intention to build 
a refinery at Wood River, Lil., were erroneous. ‘The 
company, several years ago, purchased a pump sta- 
tion site at Wood River and for some time has 
been considering the advisability of laying a line 
from that point to Stoy, Ill, to connect with its 
trunk line to Bayonne, N. J. The Tidewater’s sup- 
plies of Mid-Continent crude are, at present, deliv- 
ered by the Prairie Pipe Line Company to the 
Illinois Pipe Line Company, at Wood River and then 
pumped to Stoy for delivery to the Tidewater’s 


eastern pipe line. 


* * * 


George D. Key, a Tulsa attorney and oil man, was 
in Dallas recently and made known a project of 
interest in which Tulsa capitalists figure. It is 
said to be the purpose of the Tulsans to acquire land 
about midway between Hastland and Ranger and 
establish there a new town with buildings and facili- 
ties for the field forces of the oil pools thereabouts. 
They realize, he says, that ,while the general offices 
of the companies will probably remain elsewhere, 
there is pressing need for a large hotel to accom- 
modate the oil men who come to the fields for more 
than a day’s stay, and for offices for the operating 
departments of the companies. He says the plans 
that are being considered contemplate erection of 
homes for the men who are employed as drillers and 
in other capacities in the oil fields. While the plan 
is inchoate at this time, it is claimed to be under 
way and may be expected to materialize unless other 
developments shall change the situation. 

- e 7 


Robert Galbreath, of Tulsa, a pioneer in Okla- 
homa operations—especially in the Glenn Pool—was 
in Dallas, Tex., recently and the Herald of that city 
interviewed him. In speaking of the opening of 
new territory, he says that geologists may be of 
much assistance, but admits that he does not make 
use of geology to any important degree in selecting 
well locations. He has so long been in the business 
that he is quite familiar with favorable oil indica- 
|tions on the surface and is guided thereby. “I am 
now on my way to Ranger, and further southwest,” 
he said. “I regard the Texas oil field as the greatest 
ever discovered. It is undoubtedly the connection 
between the great Mexican field and the Oklahoma 
production. You can’t tell how far the oil is going 
to reach, from what I have learned. Texas is so big, 
,and has so much acreage that your people seem not 
to realize what it all means.” Mr. Galbreath, with 
Charles F. Colcord, of Oklahoma City, has extensive 
refining interests and will establish a plant in 
Texas. The North American Refining Company is 
the name of the concern. Its refineries are loca 
|in several towns in the Mid-Continent oil ' 
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|| S.R. DRESSER MANUFACTURING CO. 
| BRADFORD, PENNA,, U. S. A. 

: High Grade Pipe Couplings, Sleeves, Clamps and Fittings 

/ OIL and GAS WELL PACKERS 

: | The Dresser All-Steel Long Sleeves, Style 40 

: Followers Pressed from Solid Plate 





Sizes 10” |. D. to 18” O. D. Inclusive. Sizes 5%" I. D. to 10” O. D. Inclusive 
16” long. 16” long. 


Dresser Stands for Quality, Workmanship and Finish 


SEND FOR CATALOGUE and STATE REQUIREMENTS 
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Oil and Gas News Condensed 


It is now reported that leasing activities have 
extended to every county in the State of Texas. 

Up to the time when the armistice was signed, the 
Oil Well Supply Company’s service flag contained 
278 stars. 

Application has been made to the New York Stock 
Exchange to list shares amounting in value to 
$750,000 by the Pierce Oil Corporation. 

At San Francisco, on March 6, the Standard Oil 
Company of California, will hold its annual meeting. 
Stockholders of record February 24, will be entitled 
to vote. 

In California the American Beet Sugar Company 
owns large acreage and it is now proposed to in- 
crease the earning of the concern by developing oil 
fields in its territory. . 

Adherents of the proposition to place a tax on gas 
exported from West Virginia are behind a movement 
which has for its object the passing of a law to 
bring about that effect. 

L. B. Carpenter, employed by an oil company at 
Standish, Mich., was a sufferer recently from influ- 
enza and as a result became violently insane. He 
was taken to an asylum. 

Negotiations are under consideration to have a 
pipe line laid from Burkburnett, Tex., to Frederick, 
Okla., and the construction of an oil refinery in 
Frederick is also being discussed. 

At Neodesha, on January 21, the Standard Oil 
Company of Kansas declared the regular quarterly 
dividend of $3 per share and an extra dividend of 
$2 per share, payable February 14. 

In order to meet the needs of a growing population 
due largely to its oil boom, Fort Worth is favorably 
considering the proposal to erect apartment houses 
that will accommodate 150 families. 

Frank G. Curtis, of Casper and Harry P. Hinds, of 
Cheyenne, Wyo., are organizing a gas comprny to 
supply consumers in Casper. 
vey the gas from Iron Creek aud Poison Spider 
district. 

East Liverpool, Ohio, is to have an increased gas 
supply, according to County Fuel Administrator H. 
B. Barth of that district. Government regulations 
on gas conservation is expected to relieve the 
situation. 

Estancia, N. M., has an oil company that announces 
the completion of its organization and readiness to 
issue stock. It claims to have 30,000 acres of terri- 
tory under lease and arrangements for test wells are 
being made. 

Recently reports were sent out to the effect that 
a 25,000.000-foot gas well had been drilled in Mc- 
Mullen County, Tex. Dallas parties subsequently 
investigated the report and found that there was no 
such gas well. 

Trade news from New York indicates that the 
Oklahoma Producing & Refining Company, through 
its controlling ownership of a French company, the 
Union des Petroles d’Oklahoma, occupies a strategic 
export position. ’ 

Near El Dorado, Kan., recently, the rig, engine 
house and equipment of the Borealis Oil Company 
were burned in a fire following ignition of a gas 
flow. The men on the well were running the bailer 
when the fire broke out. 

Weatherford, Tex., will soon be supplied with nat- 
ural gas from Mineral Wells field. There will be 
gus for domestic and industrial consumption in suf- 
ficient quantities to meet local needs, the projectors 
of the enterprise promise. 

In order to create a better feeling between the oil 
exchanges of Fort Worth and Dallas, Tex., repre- 
sentatives of the Fort Worth institution recently 
visited the exchange in the rival town. Now the 
two exchanges are more friendly. 

Reports to the effect that the Sinclair Oil & Refin- 
ing Corporation and the Sinclair Gulf Corporation 
ere interested jointly with the Texas & Pacific Coal 
& Oil Company in large proved acreage of oil leases 
in the Ranger_field, Texas, has been confirmed. 

Near the town of Chipley, Fla., on land mapped 
by Geologist F. G. Clapp, the Pan-American Explor- 
ation Company is about to drill a test well for oil. 
This company has 35,000 acres under lease in a 
region not far from the corners of Alabama and 
Georgia. 

Accerding to Guy S. Weathers, a Burkburnett oil 
operator, wells located in an area covering over 10 
acres in that pool, recently increased their output 
of oil owing to some reason which the experts were 
un’ ble to explain. Some of the wells almost doubled 





their former output. 

At the first annual meeting of the Milwaukee- 
Electra Oil Development Company, in Milwaukee, 
Wis., recently, the following board of directors was 
re-elected : George W. Lowe, A. C. Paul, V. W. Dentz, 
John Borman, David Ceasar, W. J. Cleveland. About 
450 stockholders were present. 


A pipe line will con- | 


| In the Government suit against the Southern Pa- Company in a Tulsa County court. Johnson alleges 


|cifie Railroad Company to recover California oil 
|lands, alleged to have been irregularly patented, 
hearings will begin on March 3, the Government 
appearing as appellant from an adverse decision in 
the United States Court of Appeals. 


This is from the New York Telegraph: ‘“Through- 
out the small towns of the land, unsophisticated in 
| the ways of Wall Street, cunning salesmen ply their 
trade, and offer to the villagers engraved certificates 
bearing the splendid names of companies with the 
word oil or petroleum in their titles.” 


Concrete casing for drilling wells has been devised 
by B. F. Sowell, of Wichita, Kan., according to ad- 
{vices from Walter, Okla. It is stated that a patent 
| on the process has been applied for with good pros- 
pects for the granting of it. The claim is made that 
,concrete casing easily solves the water problem. 


| Constable Gus Pilz, of Sapulpa, Okla., is making a 
|reputation as a thief catcher. Recently he shadowed 
{a suspect and trailed the fellow on a trip to a lease 
|in Kiefer. The suspect was arrested and confessed 
thit he had stolen a wagon load of casing. Other 
similar thefts have been brought to light by the con- 
jstable and guilty persons captured. 


| 
Directors of Glen Rock Oil Company have author- 
|ized the issuance and sale of 100,366 shares of the 
unissued stock of the company to outstanding stock- 
holders of record at the close of business January 20, 
|at $3.50 per share. Each stockholder will be entitled 
|to subscribe on or before February 17 to his pro-rata 
|share of the new stock, which will be approximately 
j one share for every eight shares held. 

| O. C.. Bean and W. D. Wolf, drillers employed by 
jthe Empire Gas & Fuel Company, were seriously 
burned recently while at work on a test well in the 
| Osege district, Oklahoma. Gas from the hole was 
ignited by fire under the boiler. Although suffering 
jintense pain and with clothing burned to shreds, 
the men walked four miles, to Pawhuska, for aid. 
| The fire was extinguished the next morning. 

| At Oklahoma City on January 24, six men were 
burned and two tanks of gasoline were lost in a fire 
at the Empire Refining Company’s plant. John J. 
Lynn was so seriously injured that it was ferred 
jhe would die. Patrick J. Cayce, Irvin Kineaid, A. L. 
| Allen, Herman Rusch and R. L. Briggs were all 
i badly affected by the flames, except Allen who 
lescaped serious burns. Busch’s sight may be im- 
paired permanently. 

| Record Oil & Refining Company, 2 $2,000,090 cor- 
|poration, has been organized in Denver, Colo.. with 
| L. O. Scott, president ;-F. C. Williams, vice-president ; 
|C. N. Martin, vice-president ; C. L. Arnett, secretary- 
treasurer; E. F. Weaver, general manager, and D. E. 
Weaver, field superintendent. The new company 
|will absorb all properties, business, good will and 
|the production of Weaver & Weaver, of Wichita, 
|Kan., in addition to other small companies and prop- 
erties. 

Demzund for skilled labor in the oil fields of 
| Northern Texas cannot be supplied, according to T. 
|J. Greer, hend of the United States employment 
service there. During the past two weeks many oil 
field workers from the surrounding fields have been 
sent to the North Texas districts, where activities 
ore now at their height, due to the broadening out of 
the operations there. Most of the men are sent to 
the fields surrounding Burkburnett and Ranger, Mr. 
Green said. 

Wichita, Kun.. expects to be required to psy in- 
creased prices for its natural gas after March 15 and 
the Eagle of thot city calls attention to the advisa- 
bility of utilizing gas produced in the Elk County 
(Kan.) field. It is estimated that a pipe line could 
be laid from the Elk County field to Wichita for 
a million dollars and that would include a com- 
pressing station. Several local financiers have been 
discussing the merits and demerits of such a ven- 
ture, says the Eagle. 

Three well-known oil men were mide directors of 
the Security National Bank, of Dallas, Tex., at a 
stockholders’ meeting recently. They are Jake 
L. Hamon, of Ardmore, Okla., and Ranger; C. C. 
,Moorman, banker and ojl man, of Ranger, and B. 8. 
| Walker, of Breckenridge, Ranger and Eastland. 
Two other oil men were elected directors of the 
Central State Bank. They are T. L. Overby and Dr. 
J. T. Butler, formerly of Eastland. Beth have large 
holdings in the Eastland field. 

Suit for $50,000 damages and asking for the can- 
cellation of an oil lease on 80 acres of valuable oil 
producing land in the Youngstown pool section, near 
Okmulgee, Okla., has been filed in court by Walter 
R. Wilson and J. M. Wise against the Amalgamated 
Oil Company, of Oklahoma City and G. W. Vandiver 
and his wife, Mary Vandiver, nee Doyle. The land 
involved in the suit is the northeast forty of the 
|northwest quarter of Section 25-14-11, and the north- 


‘east forty of the southeast quarter of Section 26-14-11. 


Declaring that he was falsely arrested on a charge 


‘of stealing oil well casing, C. C. Johnson has begun 
legal action here for damages in the sum of $25,000. 
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that one J. L. Freeman, agent of the defendant com- 
pany, caused the plaintiff’s arrest and detention in 
jail two days before the preliminary hearing before 
Justice H. J. Gray on Jan. 21, 1919, when the case 
against him was dismissed by the court for lack of 
evidence. e 


That Alexander McDonald, an oil man of Cincin- 
nati. who died in 1910, left a net estate of only 
$573,198 was shown when a tax appraisal was filed 
in the surrogate’s office. Although the gross estate 
was $3,807,675, debts cut this down to the figure 
named. The estate was divided equally between his 
granddaughters, Princess Rospigliosi, who was Miss 
Laura McDonald Stallo, and Princess Murat, form- 
erly Miss Helen McDonald Stallo. Miss Stallo 
charged that the estate had sufered a loss of $2,500,- 
000 through improper acts of the administrator, the 
Metrolopitan trust Company. 


Declared exports of crude oil and petroleum 
products from the Tampico consular district to the 
United States’ in November, 1918, amounted to 
3,838,195 barrels. The movement from Tampico was 
2,575,700 barrels; from Tuxpam, 852,094 barrels; 
and from the new loading station at Port Lobos, 
410,401 barrels. Shipments to points other than the 
United States during the same period were reported 
as 1,617,542 barrels; the movement from Tampico 
was 692.187 barrels; from Tuxpam, 665,578 barrels, 
and 259,777 from Port Lobos. These figures are from 
United States Consul Dawson, stationed at Tampico. 

Capitalization of 294 California oil companies of 
Dec. 31, 1917, was $292,314,505, and in the year 1917 
they paid 16.9 per cent. in dividends. The small 
producing companies without refining or marketing 
facilities were capitalized at $123,433,008 and paid 
6.9 per cent. in dividends. In nine years ended 
Dec, 31, 1917, all companies produced oil valued at 
$436,474,667 at well and paid $177,046.572 in divi- 
dends, or about 40 per cent. of value of oil at well. 
As the dividend figures take no account of railways 
producing their own fuel, the inclusion of profits on 
these operations would bring the ratio of net earn- 
ings to oil values nearer to 50 per cent. 

That Okmulgee County, Okla... in common with 
other sections of the country, is a “melting pot” for 
European peoples, is indicated by the organization 
in that city of the Balkan Oil & Gas Mining & Drill- 
ing Company, chartered under the laws of Oklahoma 
with a capital stock of $250,000. The stockholders 
of the company are largely natives of the Balkan 
countries. Jugo-Slavia, the new Nation being carved 
from a portion of Austro-Hungary, Serbia, Greece. 
Montenegro and Roumania, is represented. In 
speaking with a reporter for the Okmulgee Demo- 
crat, Nikola Maravich, of St. Louis, president of the 
company. said. “We come from all the countries of 
the Belkuns. Now we are all Americans.” 


Useful Lives Are Ended 


John H. Simpson, aged 39 years, died at his home 
in Fredonia. Kan., January 17. For several years he 
hid been enguged in the oil business. Deceased is 
survived by his wife and three children. 

Everett A. Rider, aged 62 years, died at his home 
in Kansas City, Mo., last week after a long illness. 
He held an interest in the Sinclair Oil Company and 
was a director in the National Reserve Bank in 
Kansas City. His wife and a daughter survive. 

Dr. J. W. Potter, aged 36 years, died at his home 
in Gorman, Tex., on January 24. Formerly he was 
engaged in dentistry work at Ardmore, Okla., but 
gave this up to get into the oil business in the 
Healdton field. Later he continued in the same busi- 
ness in Texas and was successful. His wife and 
two children survive. The body was taken to Fort 
Worth, Tex., for burial. 

Harry P. McClain, aged 75 years, an oil operator, 
died at his home in Derrick City, Pa., January 24. 
of heart disease. He had been in Bradford, a few 
miles distant, and while in Hart’s pharmacy there. 
became ill of heart disease. He was taken to his 
home and soon relapsed into unconsciousness. His 
death followed. The deceased was held in high 
esteem by many friends as a man of/most excellent 
qualities. He is survived by his wife, two daughters 
and one son, George McClain, who is on his way 
home from India, where he has been engaged in oil 
field work during the past three years. 

James MeKrell, aged 70 years, died in Findlay, 
Ohio, on January 21, at Barnhill Sanitarium, after 
iliness of three weeks. - Deceased was an oii well 
driller, formerly of the Pennsylvania fields. He had 
heen in Findlay for some time and was a quiei, 
reserved man who never made known any details as 
to lis antecedents. During his last illness he was 
asked to tell if he had living relatives and if there 
were sny persons he would wish to have notified of 
his condition. He preferred not to give any such 
iuformation. The deceased had saved up sone 
money, it appears, and was regarded as a man of 


.The suit is brought-against the Cosden Pipe Line. exemplary qualities. 
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Super-Gas Engines 


This is not their name but it is about the only word 


we can think of that will describe their QUALITY 








Built in sizes from 60 to 165 horsepower to appeal to the ‘above 
the average buyer.’’ Designed for either belted outfits or direct 
connection to compressors. The “‘never-lay-down’”’ engines for 
gasoline extraction. 


If it is up to you to decide, you can best safeguard your reputation 
by specifying National Transit Engines. 


Mr. W. C. McLeod, in our Kansas City office or the Frick-Reid 
Supply Co., our distributors in the Tulsa territory, can tell you 
allabout them. Your inquiries will receive prompt attention. 


NATIONAL TRANSIT 


PUMP AND MACHINE COMPANY 


Main offices and factories, OIL CITY, PA. 
District Offices in NEW YORK, PHILADELPHIA, PITTSBURGH, KANSAS CITY 
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Oklahoma-Kansas Oil Fields 


By JAMES 
FIELD CONDITIONS IMPROVING 


The closing week in January did not 
offer anything extraordinary either in 
Oklahoma or Kansas in the way of com- 
pleted wells of large output. The month, 
taken altogether, has been prolific of 
big wells, and, so far as Oklahoma is 
concerned, of an unusual amount of new 
production. Over 20,000 bbls. of initial 
daily production was unearthed by the 
drill in Oklahoma in January, a record 
that. has been surpassed by only one 
month in the past year, and this not- 
withstanding the fact that the field has 
been seriously handicapped by the results 
of earlier bad weather conditions. The 
closing week of the month sees an im- 
provement in roads and from all the 
fields in the State the news comes that 
at last it is becoming possible to safely 
move from one place to another over the 
highways 

Nothing new has developed in the 
Humphreys Petroleum Co.’s test on the 
Kirkpatrick farm, in Section 20-24-le, 
Noble County. On Tuesday afternoon it 
was still drilling in lime and had reached 
a depth of 4,450 feet. 

The most important news from Kansas 
comes from the Elk City gas field in 
Montgomery-Elk Counties, which claims 
a gas well good for 90,000, feet a day, 
breaking all records of that State in gas 
production. The Kansas Natural Gus 
Co. has connected a line to the wells and 
is taking gas on @ pro rata basis. 

In the oil fields of Kansas many wells 
are shut down until spring. The Emnire 
Gas & Fuel 
wells and vigs build'ng in the Butler 
County field and is do‘ng cons‘derable 
work in Greenwood County. It was bet- 
ter prepared for the hard winter weather 
than most of the comnan‘es onerat ng 
there, yet in the month of January it 
completed fewer wells than it has done 
in any month of the past year. 

Garber Roads Improving 


In the Garber district, in Garfield 
County, the warm sun is drying up the 
highways by degrees, although it is yet a 
dangerous feat to attempt to motor over 
the roads because there are spots along 
the way where the mud seems to be bot- 
tomless. Wells that have been shut down 
for some time because of inability 
move material and men are resuming 
work. In common with other fields in 
the State, little new work was started in 
the month of January. The most im- 





portant development of last week was | 


the completion of a good well producing 
49-gravity oi! by the Atlantic Petroleum 
Co. on the Wishard farm, in the south- 
west corner of the southeast quarter of 
Section 12-22-4 west. Sand was found 
at 1,630 feet and at 3 feet in, the hole 
filled up 1,200 feet with oil in two hours 
and was soon pouring over. It is good 
for 200 bbls. and the oil will command 


Co. has 124 rigs, drill‘ng | 


to | 


McINTYRE 


remium over the market price. 
This well is a half mile west of a pro- 
ducer completed last June by the Mag- 
nolia Petroleum Co. and it is a half mile 
east of the Aubyme Oil & Gas Co. and 
Prairie Oil & Gas Co. wells, which are 
producing from a deeper sand. The Cos- 
den & Marland No. 18 on the Walker 
school land, in the southeast corner of 
Section 13-22-4 west is doing 5 bbls. from 
sand at 2,199 feet. The Minnehoma Oil 
Co. found a 20-bbl. production in sand 
at 1,875 feet in its No. 1 on the Van 
Winkle farm, in the southwest corner of 
the southeast of the southeast quarter of 
Section 14-22-4 west, but passed it by 
and the company is now drilling at 2,235 
eet. 


a high 


Coweta, Inola, Ete. 

; In the Coweta district, the Clorine Oil 
Co.’s No. 2 on the Cully farm, in the 
{ Sonawest corner of the northeast of the 
southwest of the southwest quarter of 
‘Section 3-17-16, Wagoner County, was 
| drilled to a total depth of 1,005 feet and 
| plugged back to sand at 530-45 feet, where 
| there was 1,000,000 feet of gas. The Tulsa 
[eet Co. has a 1,500,000-foot gas well 
in No. 1 Leaf, in the northeast corner of 
Section 7-21-14, Tulsa County. Boesche 
and others’ No. 1 on the Johnson farm, 
jin the southwest corner of the north- 
,east of the northeast of the south- 
; west quarter of Section 21-21-14, is dry 
at 1,585 feet. East of Broken Arrow, 
Grimes and others have a failure in 
No. 1 McIntosh, in the southwest corner 
of the northeast quarter of Section 18-19- 
15, Wagoner County. There was sand 
}at 1.575 to 1,670 feet. The Lane Oil 
Co.’s No. 2, in the southeast of the south- 
jeast quarter of Section 29-19-15, ‘is a 
‘small well in sand at 1,166 to 1.173 feet. 
B. G. Goble’s No. 1 on the Bird farm, 
lin the southeast corner of the southwest 
of the southeast quarter of Section 23-17- 
15. Coweta district, is good for 20 bbls. 
from sand at 1,108 to 1,120 feet. Schuler 
& George’s No. 2 on the Bird farm, in 
the northwest corner of the northeast of 
the northeast quarter of Section 26-17-15. 
was estimated as a 100-bbl. well, but 
after the shot in sand at 1,110-23 feet the 
well started off at 2,00 bbls. The Edgar 
Oil Co.’s No. 9 Manuel, in the southeast 
corner of the northeast of the northeast 
quarter of Sectior. 31-17-15, is making 
100 bbls. a day from sand at 1,167-90 
feet. Keaton and others got a dry hole 
on the Nero farm, in the southeast corner 
of the northeast of the northwest quarter 
of Section 9-18-15, Inola district, Wag- 
}oner County. There was sand at 1,110- 
| 21 feet and the well was drilled to 1,295 
| feet. The Progressive Oil Co., in the 
|same section, had better luck. Its No. 2 
on the Smith farm, in the northeast cor- 
ner of the southwest quarter of Section 
9-18-15, is flowing 200 bbls. naturally 
from sand at 1,186 to 1,215 feet. To the 
west, in the Broken Arrow district, in 











Tulsa County, Bearman and others’ No. + 
on the Barnett farm, in the northeast 
corner of the southeast quarter of Section 
13-18-14, is .a small well in sand at 
1,250-S81 feet. 
In Oknalgee County 

In Okmulgee County, during the past 

week, W. B. Pine completed a 400-bbl. 





well in his No. 2 on the Milliken farm, in 
the northeast corner of the northwest of 
the northeast quarter of Section 6-13-12. 
The top of the sand was found at 2,415 
feet and the oil sand from 2,450 to 2,455 
feet. Waite Phillips’ No. 1 on the Haw- 
kins farm, in the northeast corner of 
the southeast of the northwest of the 
northeast quarter of Section 6-13-12, 
found the sand at 2,398 to 2,406 feet, but 
the production was disappointing, the 
well starting off at 30 bbls. W.'B. Pine 
had a failure in No. 2 Hawkins, in the 
northeast corner of the northeast of the 
northwest of the northeast quarter of 
Section 6-13-12. It was abandoned at 
2.464 feet, with no sand showing. In 
Section 16-13-12, Waite Phillips’ No. 1 
on the Brown, in the northeast corner of 
the southwest quarter, is flowing 50 bbls. 
ew from sand at 2,160 to 2,168 
eet. 

In the Beggs district, Butler and others 
got a dry hole in No. 4 or the Gibson 
farm, in the northeest corner of the 
southwest of the southeast quarter of 
Section 12-14-12, at 2,165 feet. 

In the FHenrvetta district, the Mitchell 
Oil Co’s No. 17, in the center of the 
north line of the northeast of the north- 
west quarter of Section 29-12-12, is a 
30-bbl. well in sand at 1,905-27 feet. 

In the Hamilton Switch district, J. 8. 
Terry and others have a 200-bbl. well 
in their test on the Alberty farm, in the 
southeast corner of the southwest of the 
northeast quarter of Section 35-15-11, 
from sand at 2,274 to 2,295 feet. Wilcox 
and others’ No. 1 Alberty, in the south- 
east corner of the northwest quarter of 
Section 36-15-11, is making 400 bbls. It 
is producing from sand at 2,229 feet and 
is only one foot in. The New York Oil 
Co.’s No. 2 on the Dean farm, in the 
northwest corner of the southeast of the 
southeast quarter of Section 2-13-11, men- 
tioned last week as a small well, is good 
for 50 bbls. from sand at 2,453 to 2.458 
fect. The well was drilled to a_ total 
depth of 2,461 feet. The Savoy Oil Co. 
drilled deeper an old gas well in the 
southeast corner of the southwest of the 
northeast quarter of Section 35-14-11 and 
it is good for 29,000,000 feet from sand 
at 2.384 to 2.340 feet. In the Tiger 
Flats district, Kimbley and others’ No. 1 
Fisher, in the southwest corner of the 
northeast quarter of Section 1-12-11, is 
dry at 2,690 feet. Botts and others got 
a 25-bbl. well out of No. 6 Rentie, in the 
eenter of the south line of the northeast 
of the northwest quarter of Section 36- 
12-11 from sand at 1,231-60 feet. 

Danciger and others’ No. 3 on the 
Hill farm, in the center of the southeast 
of the southwest quarter of Section 8- 
17-13, Bixby-Leonard district, Tulsa 
County, is a 2,000,000-foot gas well from 





sand at 1.654-59 feet. The Sparks Oil 
Co.’s No. 18 on the Crosby farm, in the 








northeast corner of the northwest of the 
northwest quarter of Section 17-17-12, is 
making 10 bbls. from sand at 1,714-46 
feet. E. B. George abandoned a failure, 
No. 8 on the Austin farm, in the north- 
west corner of Section 19-17-13, at 2,357 
feet. Anthony’s No. 8 on the 
Whetstone farm, in the northeast corner 
of the southwest of the northwest quarter 
of Section 3-16-13, is a 500,000-foot gas 
well from sand at 1,750-70 feet. 

In the Jenks district, Tulsa County, 
Han.ilton and others drilled a dry-hole 
test on the Franklin farm, in the south- 
yay corner of Section 10-18-13, at 1,471 
eet. 

In the Mounds district, Creek County, 
Winemiller’s Nv. 11 on the Hagie farm. 
in the center of the south line of the 
southeast of the northeast quarter of 
Section 11-16-12, started at 20 bbls. from 
sand at 1,440-60 feet. His No. 13 on the 
same farm, in the northeast corner of the 
northwest of the northeast of the north- 
east quarter of Section 11, is.a 30-bbl. 
well from sand at 1,375 to 1,450 feet. 

Miles & Kerr’s No. 2 on the Fulsom 
farm, in the northwest of the northwest 
quarter of Section 18-19-11, Red Fork 
district. Tulsa County, is good for 8 
bbls. from sand at 1, feet. Camp- 
bell & Barker have a 4,000,000-foot gas 
well in No. 5 on the Thomas farm, in the 
center of the west line of the northwest 
of the northwest quarter of Section 
19-11, from sand at 1,712 to 1,715 feet. 
Jackson & Wise abandoned a failure, 
No. 1 on the Boyle farm, in the southeast 
corner of the northwest of the southeast 
quarter of Section 20-19-11, at 2.280 feet. 

In the Haskell district, Muskogee 
County, there was very little accom- 
nlished during the week. The Black 
Hawk Petroleum Co. completed No. $ 
on the Richards farm, in the center of 
the south line of the southwest of the 
southwest quarter of Section 9-16-15, and 
has a 4.000.000-foot gas well in sand at 
1.697 to 1,700 feet. Peterson and others 
got a dry hole in No. 1 on the Scales 
farm, in the northeast corner of the 
southeast of the northeast of the north- 
east quarter of Section 19-16-15, at 1,525 


feet. 
In the Bird Creek Region 

In Tulsa County, on the edge of the 
Osage region, the Tidal Oil Co.’s No. 15, 
in the southeast corner of the southwest 
of the northeast of the southeast quarter 
of Section 19-21-12, is making 20 bbls. 
from sand at 1,397 to 1,416 feet. In the 
Osage County end of the district. the 
Rarnsdall Oil Co.’s No. 21, in the south- 
east corner of the southeast of the south- 
west of the northeast quarter of Section 
31-21-12, is good fer 20 bbls. in sand at 
1.200 to 1.363 feet. Charles Page com- 
nleted a 200-bbl. well flowing naturally. 
It is his No. 32, in the center of the 
northwest quarter of Section 23-20-11. 
At 2.010 feet there was gas and from 
2.019 to 2,021 theré was oil. 

In the Glenn Pool 

In the Glenn pool, Tulsa and Creek 
Counties, the Gypsy Oil Co. finished a 
750,000-foot gas well in No. 17 Harjo, 
in the northeast of the southwest quar- 
ter of Section 3-17-12, in sand at 1,982- 











MT. VERNON, O. 


REEVES COMBINATION GAS 
ENGINE COMPRESSOR 


Adapted for work of ‘‘boosting gas’’ as well.as in 
Compressor Gasoline Plants where heretofore belt 


driven machines have been used. 
Made in three sizes 60, 115 and 150 H. P. with any 


combination of compressor, Single or two stage. 


RELIABLE— EF FICIENT — SIMPLE— ECONOMICAI. 


HOPE ENGINEERING & SUPPLY COMPANY 
PITTSBURGH, PA. - 


BUILDERS OF PIPE 


DESIGNERS AND BUILDERS OF GASOLINE RECUVERY PLANTS 


TULSA, OKLA. 
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Prompt Deliveries Adequate Facilities 








LOADING RACKS 
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#2 feet. 
Ishmael, in the southeast corner of the 
southwest of the northeast quarter of 
Section 13-18-12, is a 30-bbl. well in sand 
at 1,340-60 feet. ‘The Prairie Oil & Gas 
Co.’s No. 5 on the Ishmael farm, in the 
southeast corner of the northeast of the 
southwest of the northeast quarter of 
Section 44-18-12, is doing 30 bbls. from 
sand at 1,427-39 feet. C. G. Tibbens 
completed No. 5 on the Poloke farm, in 
the center of the north line of the south- 
east of the southwest quarter of Sect.on 
32-18-12, in sand at 1,553-86 feet. The 
well is good for 15 bbls. Bearman and 
others’ No. 1 on the Perryman farm, in 
the center of the south line of the south- 
east of the southwest quarter of Section 
8-18-12, is dry and abandoned at 1,476 
feet, The Amo Oil Co. completed a 30- 
bbl. well, No. 11 on the Tiger farm, in 
the center of the east line of the south- 
east of the northwest quarter of Sect.on 
2-17-11, in sand at 1,763-71 feet. Cole 
Riggs and others’ No. 1 on the Cross 


farm, in the northeast corner of the 
southeast of the southeast quarter of 
Sect'on 36-17-11, is a failure. here wes 


sand at 2,612 to 2,616 feet, but water 
was opened up and the well was ruined. 


Results in Mannford 

In the Mannford distr.ct, Creek Coun 
tv, Danciger and others fin’shed a 10-bbi. 
well on the Charcotaten farm, in the 
southeast of the southwest quarter of 
Sect on 23-18-10, in sand at 2,150-60 feet. 
Biliingslea’s No. 2 on the Barker farm. 
in the southwest corner of the southeast 
of the northwest quarter of Section 27- 
18-10, is dry at 2,600 feet and has been 
abandoned. The Texas Co.’s No. 1 on 
the Tate farm is flowing 100 bbls. nat- 
urally from sand at 2,265-88 feet. It is 
located in the center of the west line of 
the southeast of the southeast quarter of 
Section 35-18-10. 

Ip the Cushing field the week was very 
qu'et and no complet‘ons were reported 

In the Yale pool, Payne County, the 
Gypsy Oil Co.’s No. 5 on the Page farm, 
in the southeast corner of the northwest 
of the northeast quarter of Secton 7- 
19-6, was shot in sand at 3093 to 3,146 
feet and the well is do’ng 125 bbls. a day. 

The Cosden Oil & Gas Co. completed 
two more good wells on the school land in 
Sect’on 26-20-6 Pawnee County, not far 
from Quay. No. 15 is dong 300 bbls. 
from Bartlesville sand at 3,105 feet and 


Ne 16 is a 160-bbl. well from sand at 
3,117-58 feet. Both wells are flowing 
naturally. No. 15 is in the southeast 


corner of the southwest of the southwest 
quarter and No. 16 is in the southwest 
corner. 
Good Wells in Kay County 

In Kay County, the Carter Oil Co.’s 
No. 2 on the Hawthorne farm, in the 
northeast corner of the northwest quar- 
ter of Section 14-27-3 east, which was 
completed in sand at 3,085-92 feet, is 
making 800 bbls. a day. The Carter Oi) 
Co. eempleted Nos. 19 and 20 on the 
Warren farm and the wells are good for 
20 bbls. each. No. 19 is in the cente1 
of the west line of the southwest of the 
southeast of the southwest quarter of 
Section 20-28-1, and No. 20 is in the 
northeast corner of the northeast of the 
northwest quarter of the sect’on. Both 
are produe’ng from the 1,900-foot sand. 

Southern Oklahoma 

In Southern Oklahoma the completions 
were few, but a lot of rigs have recently 
been bu'‘lt for tests in Stephens and Cot- 
ten Counties, the two most active wild- 
eat distr‘cts in the State. The Magnolia 
Petroleum Co.’s No. 1 Harley, in the 
northwest corner of the southwest cor- 





The Okla State Oil Co.’s No. 3) ner of Section 19-2s-3w, Carter wey 


is a 10-bbl well in send at 402 to 42 

fect. The ‘Texas Co. got a dry hole in 
its test on the Frensley farm, in the 
southwest corner of the northeast of the 
southeast of the southwest quarter of 
Section 36-1s-5w, Stephens County, aban- 
don:ng it at 2,002 feet. The Gypsy Oil 
Co.’s No. 3 on the Bowers farm, in the 
northwest corner of the southeast of the 
northwest quarter of Section 14-2s-4w, is 
good for ib bbls. from sand at 605-23 
fect. Pickle & Myers’ No. 2 on the 
Wagrer farm, in the southeast corner of 
the northeast quarter of Sect'on 23-2s-4w, 
is making 15 bbls. from sand at 332 to 
325 feet. The Little Oil Co. test on the 
D.ckens farm, in the northeast corner of 
the northwest of the southwest of the 
northwest quarter of Section 1-2s-5w, 
found a gas sand at 7 feet and an 
oil sand froin 447 to 467 feet. It was 
shot and the well is doing 25 bbls. Chap- 
man & McFarlin’s No. 2 on the Chapman 
farm, 946 feet west of the center line and 
250 feet south of the north line of the 
northwest quarter of Section 10-2-10w, 
Cotton County, reached the sand at 2,222- 
5G feet and is flowing by heads at the 
rate of 75 bbls. a day. New rigs have 
been built for the Magnolia Petroieum 
Co.’s No. 1 Martin, in the southwest cor- 
ner of the northeast quarter of Section 
11-2s-5w: Magnolia Petroleum Co’s No. 
1 Tah-se-quaw, in the southwest corner 
of Section 5-1s-9w: Magnolia Petroleum 
Co.’s No. 1 Wibchop, in the southwest 
corner of Section 15-1s9w ; Ideal Oil Co.’s 
No. 1 Harris, 50 feet south of the north 
line and 30 feet west of the east line of 
Sect'on 21-1s-9w: Magnolia Petroleum 
Co.’s No. 1 Tar-sar-er, in the northeast 
eorner of Section 21-1s-9w; Maguolia 
Petroleum Co.’s No. 2 Karty, in the 
northwest corner of Section 22-1s-¥w; 
Patsy Oil Co.’s No. 1 Jones Tabb, 1120 
feet west of the east line and 1,070 feet 
north of the south line of Sect’on 12-2s- 
&8w: J. L. Hamon’s Nu. 4 Zipsie, in the 
northeast corner of the southeast of the 
southeast quarter of Section 31-1s-10w 

Nebraska-Oklahoma Oil Co.’s No. 1 Ed- 
wards, 860 feet from the west line and 
660 feet from the north line of the north- 
west quarter of Section 14-3s-llw; Le- 
Mar and others’ No. 1 Kerhen, in the 
northeast corner of the southwest of the 
northeast quarter of 17-5s-12w; Cotton 
County Oil Coe.’s No. 1 Postelwait, in 
the northwest corner of the southeast of 
the southwest quarter of Secton 7-5s- 
12w; Moltie and others’ No. 1 fee of 
10 acres, in the center of the west line 
of the nertheast of the southwest of the 
northeast quarter of Secton 7-5s-12w. 
The Magnolia Petroleum Co. is drilling 
No. 1 Lenard, in the southwest corner 
of the southeast of the northeast quarter 
of Section 6-2s-4w. H. J. Parker is 
drilling below 900 feet on No. 1 on the 
Maxwell farm, in the southwest corner 
of Sect‘on 30-1s-10w, Cotton County. H. 
J. Parker is drill'ng at 230 feet on No. 1 
Beard, in the southeast corner of the 
southwest enarter of Section 32-1s-10w. 

L. Hamon is drilling at 250 feet on 
the Records farm, in the northeast cor- 
ner of the southwest quarter of Sectior 
6-2s-10w. 

In the Allen district, Pontotoe County. 
The Texas Co. got a bbl. well, pro- 
ducing naturally, from sand at 720-50 
feet. It is No. 5 Williams, in the south- 
east of the northwest quarter of Sect’on 
34-5n-8e. The Lawrence Oil & Gas Co.’s 
No. 1 Holman, in the south half of the 
southwest of the northwest quarter of 
Section 34-5-8, is making 35 bbls. from 





sand at 655 feet. The K. C. Oil Co.’s 





No. 3 on the Whitley farm, in the south- 
east corner of the southeast of the north- 
west quarter of t.on 23-5-8, is a 15- 
bbl. well at a depth of 776 feet. 
Muskogee Completions : 

In Muskogee County, B. G. Goble’s 
No. 7. in the southeast corner of the 
northwest of the northwest quarter of 
Sect.on 30-15-16, is producing 15 bbls. 
from san:l at 1,241-52 feet. The Damme 
Pringle Oil & Gas Co. finished No. 3 
Grayson, in the center of the west line’ 
of the northeast of the southeast quarter | 
of Sect.on 24-15-15, and it is making | 
40 bbls. from sand at 1,234-56 feet. Kirk- ; 
land and others’ second test on the Gray- 
son farm, located in the southeast corner 
of the northeast of the southeast quarter 
of Section 24-15-15, is dry at 1,310 feet. 
Their first test on this farm was a good 
well, reported to have started off at 200 
bbls. Brown & Whitesides’ No. 1 Jef- 
ferson, in the southwest corner of the 
southeast quarter of Section 32-15-15, is 
a small well in sand at 1,359-66 feet. 
Butler and others got a dry hole in their 
test on the Nucco farm, in the northwest 
corner of the northwest quarter of Sec- 
tion 30-13-14. 

In the Bald Hill district, Okmulgee 
County, the Twin State Oil Co.’s No.3 
on the West farm, in the northeast quar- 
ter of Section 4-14-14, is a 10-bbl. well 
‘n sand found at 785-94 feet. The Wicks 
Petroleum Co.’s No. 7 Stevens, in the 
northeast corner of the northwest of the 
southwest quarter of Section 10-14-14, is 
making 15 bbls. from sand at 1.195-1,224 
feet. The Gypsy Oil Co.’s No. 4 on the 
Iewis farm, in the center of the south 
line of the southeast of the northwest 
quarter of Sect'on 25-14-14, is good for 
only 6 bbls. from sand at 1,073-83 feet. 
The Beta Oil Co. (E. R. Black) has a 
10-bbl. well in No. 1 on the Flint farm, 
‘n the center of the south line of the 
northeast of the southeast quarter of 
Section 27-14-14. 

Osage Operations 

Out of more than a score of wells re- 
ported from Osage County. only two are 
better than 50 bbls. The Gypsy Oil Co.’s 
No. 42 in the southwest corner of the 
northeast of the southwest of the north- 
east quarter of Section 31-24-12 was shot 
in sand at 1,690 to 1,738 feet and the 
well showed a 35-bbl. production. The 
Magnolia Petroleum Co.’s No. 15 in the 
northwest corner of the northeast of the 
southwest of the southeast quarter of 
Section 30-22-12 has 26 feet of Bartles- 
ville sand below 1,333 feet, but the well, 
after a shot, was good for only a barrel 
a day. Foster & Norwood’s No. 45 in the 
northwest corner of Section 28-25-11 was 
given a shot in Bartlesville sand at 
1,637-1,740 feet. It is making 50 bbls. 
The Texas Co. has a 50-bbl. well in No. 
6 in the northeast corner of the southeast 
yuarter of Section 33-22-10, producin 
from Cleveland sand at 1,184 to 120F 
feet. R. H. Hazlett’s No. 2 in the north- 
east corner of the northeast of the north- 
west of the southeast quarter of Section 
21-23-11 is shut down for orders with 
5,000,000 feet of gas at 1,710 feet. The 
Finance Oil Co.’s No. 40 in the center 
of the north line of the north half of the 
northeast quarter of Section 32-23-11 is a 
failure. It was drilled to 1,680 feet and 
p'ugged back to Cleveland sand at 923- 
$2. feet and shot but nothing showed in 
the way of production. . M. Landon 
(the McMan Oil Co.) has a 50-bbl. well 
in No. 1 in the southeast corner of Sec- 
tion 16-28-9 from Peru sand at 1,489 
to 1,500 feet, The Finance Oil Co. and 
Peters’ No. 1 in the northwest corner of 


‘of the southeast quarter of 





the southeast quarter of Section 27-25-9 








is dry. It drilled thro 259 feet of 
ee lime below 2,081 feet. The 
Acacia Oil Co.’s No. 1 in the northwest 
corner of the northeast of the papthwens 
on 22- 
22-8 is a 50-bbl. well in Bartlesville sand 
at 2,324 to 2,344 feet. C. K. Dresser’s 
No. 5 in Section 12-23-10 is nine feet in 
the Bartlesville sand and flowing 12 bbls. 
an hour. The well will be shot this week. 
It is located in the center of the east line 
of the southwest of the southeast of the 
southeast quarter. No. 6 in the north- 
east corner of the southeast of the north- 
east of the southeast quarter will be 
completed this week. 

Seamon and others, in the southeast of 
the northwest of the southeast of the 
northeast of Section 3-25-8, four miles 
east of Fawhuska, found the top of the 
Mississippi lime at 2,374 feet. Oil and 
gas appeared at 2,439 feet and the well 
was drilled to 2,444 feet and shut down 
to await tankage, the hole having filled 
2.000 feet with oil. The well is six miles 
from any other producer. Foster 
and the Osage Development Co., in their 
No. 1 in the southwest. quarter of Section 
19-24-10, is showing oil and a 500,000- 
feot gus production from Bartlesville ‘ 
sand at 2,078 feet. The well should be 
completed this week. J. Knupp’s 
test in the southwest corner of the north- 
west quarter of Section 16-27-8, which 
was reported last week to look like a 
failure, is still a drilling well, below 2.500 
feet. The Hanson Oil Co. is drilling No. 
2 in the northwest quarter of ion 
14-25-10, with a hole full of water at 
1,950 feet. The Middle States Oil Co.'s 
No. 2 in the center of the east line of the 
southwest of the southeast of the south- 
west quarter of Section 25-2 is a 
5,000,000-foot gas well from Bartlesville 
sand 9% 2,036-51 feet. No. 1, in the 
center of the south line of the northwest 
of the southeast of the southwest quarter 
of Section 25-24-9, was a 7.000, foot 
gasser from sand at 2,085-88 feet. The 
Standish Oil Co.’s No. 2, in the center 
of the west line of the east half of the 
west half of the southwest quarter of 
Section 15-25-11. is making 25 bbls. from 
sand at 1,400 feet. No. 3 on this allot- 
ment was a 45-bbl. well from sand at 
1,800 to 1,840 feet. The Manhattan Oil 
Co. has a 50-bb]. well in No. 50, in the 
northeast corner of the southwest of the 
northeast of the southwest quarter of 
Section 20-25-11, from sand at 1,400 
feet. Foster & Norwood’s No. 46, in the 
northwest corner of Section 28-25-11, is 
swabbing 50 bbls. from: sand around 1,700 
feet. Steinberg & Lucas have a 1,000,- 
000-foot gas showing at 1,215 feet in 
their No. 1, in the center of the northeast 
of the northeast of the northeast quarter 
of Section 34-21-10. The Barnsdall Oil 
Co.’s No. 21, in the southeast corner of 
the southwest of the northeast quarter of 
Secticn 31-21-12, is a 20-bbl. well from 
Bartlesville sand st 1,300 to 1,360 feet 
The Texas Co.’s No. 1, in the northeast 
eorner of the northeast of the northwest 
quarter of Section 7-23-11, is good for 
8.000,000 feet of gas. The Gypsy Oil 
Co.’s No. 2, in the northwest of the 
northeast quarter of Section 32-24-10, is 
a 250-bbl. well six feet in the Bartlesville 
sand at 2, fect. 

Kansas Operations 

In Chautauqua County, Kan., the Mo- 
line Gas Co. has a _ 2,000,000-foot gas 
well in No. 1 on the Wolfe farm, in the 
southeast of the southwest quarter of 
Section 2-32-9 in sand at 1,496 to 1,510 
feet. Blair and others finished a failure 
on the Grant farm in the southwest cor- 
ner of the northeast of the northwest 
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QUALITY COUNTS 


“THE BEST IS THE CHEAPEST” 


In a test conducted by one of our customers between 


National Bull Ropes 


AND OTHER MAKES 





One National Bull Rope outwore three of the other makes, and was in first 
class condition after all that service. 


Our customer states: ‘““That NATIONAL are the best Bul! Ropes he ever 
used.’’ Other bull ropes average 25 to 30 pounds heavier than NATIONAL, 
so even if NATIONAL cost two or three cents more, they would still be the 
cheaper ropes. And remember the difference in service. 








National Drilling Rigs 


Again prove their quality in action. 


Mr. L. E. Mallory writes regarding one which he purchased in 1907. 


“*We have drilled forty wells with it besides doing a good deal of cleaning out 
and a portion of the original mast is still in use. This will be the third set of 
Bull Wheels and with the renewal of these two items, it looks as though we 
could drill forty weils more.’’ 


Mr. G. E. Southard writes: 


“We have very long strings of 16-inch Drive Pipe 500 feet in the sand and it 
takes some maulling to move it—but we do it—and do it with a No. 2 National 
Machine. Nothing else could stand up under it.’’ 
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You will get satisfaction from National Quality 


The National Supply Companies 


Offices 
TOLEDO, O. NEW YORK, N. Y. PITTSBURGH, PA. 
HOUSTON, TEX. INDEPENDENCE, KAN. TULSA, OKLA. 
FT. WORTH, TEX. SAN FRANCISCO, CAL. CASPER, WYO. 
LOS ANGELES, CAL. TAMPICO, MEX. 


Address Export inquiries to The*National Supply Corp., ‘‘Foreign Sales Dept.’’ New York, N. Y. 
Branches at all points of importance in the oil fields of the United States, Canada and Mexico. 
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AJAX DRILLING ENGINES 
An honestly built engine that 
always meets every requirement. 

Ask any contractor or driller 
_ anywhere. 


THE AJAX IRON WORKS 
CORRY, PA. 








The National Supply Companies, Exclusive Sales Agents 
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quarter of Section 8-32-12. It was the 


rst test on the farm. 

In Elk County, Hayhurst & Ball’s No. 
1 on the Holiday farm, in the northwest 
corner of the northwest of the northeast 
quarter of Section 32-28-12, is dry at 
1,170 feet. In Woodson County the 
Arona Oil & Gas Co.’s No. 16 Harder, in 
the northeast corner of the northwest of 
the southwest of the southwest quarter 
of Section 22-25-15 is making 10 bbls. a 
day. 

The Elk Valley Syndicate’s No. 4 on 
the King farm, in Section 22-31-13, in 
the Elk City gas district, is the biggest 
of all the score or so of tremendous gas 
wells that have been drilled in that re- 
gion in the past few months. It is said 
that the flow of gas “threw the tools 500 
feet into the air” and that the well 
gauged at the rate of 90,000,000 cubic 
feet a day. ‘ 

In Butler County the Niagara Oil 
Co.’s No. 2 on the Unger farm, in the 
west half of the southwest quarter of 
Section 30-26-6 is reported to have 2, 
feet of fluid in the hole. The well will 
be put on the pump. No estimate of its 
productiveness was made. Stanley and 
others’ No. 3 in the Walnut River bed in 
Section 18-29-4, is good for 100 bbls. or 
better in sand found at 1,802 feet which 
was drilled in only a few feet when the 
well began to flow. *The Sinclair Oil Co. 


and Markham’s No. 4 on the Falkenberg’ 


farm, in Section 19-2-6 is pumping 100 


bbls. The Sinclair Oil Co.’s No. 1 on 
the Ferrell farm, in the northeast corner 
of the northwest of the northeast quarter 
of Section 28-28-8 is expected to muke a 
good well. The top of the sand was 
found at 2,690 feet and the hole began 
filling with oil but it caved badly and 
it is impossible at this writing to tell 
what the well may be good for. The 
crew was running a liner on Tuesday and 
a correct estimate on the well should be 
possible soon. here was no_ water 
showing in the hole. An oil well there 
will extend the producing limits of that 
part of the field several miles, the near- 
est production being from the Empire 
Gas & Fuel Co.’s wells on the Lewis 
farm, northeast of Beaumont. The En- 
gelman Oil Co.’s No. 3 on the Holem 
farm, in the northeast of the north half 
of Section 24-26-5 is completed and is 
good for 75 bbls. No. 2 on the same 
farm, is a 60-bbl. well. Skelly and others 
have a 25-bbl. well in No. 5 on the Sluss 
farm, in Section 26-26-5. The Inland 
Oil Co.’s No. 4 on the Sluss farm, in the 
southwest quarter of Section 25-26-5, 
started off at 50 bbls. Huston and others 
completed a 90-bbl. producer in No. 2 on 
the Sluss, in the northwest of the north- 
west quarter of Section 25-26-5. The 
Ohio Cities Gas Co.’s No. 3 Sluss in the 
west half of Section 25-2-5 is making 25 
bbls. The Kansas Oil Co. got a 200- 





bbl. well on the W'sagno farm, in the 
northeast corner of the north half of Sec- 
tion 35-26-5. 








East Texas and Louisiana 


By M. L. VAUGHN 


NEW POOL AT HOMER 





SHREVEPORT, La. Jan. 25.—Excite- 
ment attending the newly discovered oil 
field, near Homer, in Claiborne Parish, 
grows more acute and the effort to secure 


leases has developed into a_ veritable 
stampede. For the first few days after | 
the Shaw well was brouzht in by the 


Consolidated-Progressive Oil Co., con- 
siderable doubt was expressed as to the 
future of the territory, conditions being 
so entirely different from any previous 
development in this territory that it was 
feared the well was a freak and further 
operations would prove disappointing. 
Careful investigation, however, has 
proved to the satisfaction of operators 


generally that an entirely new sand has| 


been discovered and that the Claiborne 
pool is destined to become one of the 
most important yet discovered in the 
North Louisiana field. 


A visit to the new field reveals the 
magnitude of the hold which the new 


development has obtained in the minds of ; 
;a 


prospective operators and_ speculators. 
Three wells have been drilled by the Con- 
solidated company, the first three miles 
west of Homer, the second a few hun- 
dred feet further west and the third about 
three-quarters of a mile southwest of the 
second. In each of these, a good showing 
of oil was obtained and the last one came 
in at a depth of 1,400 feet with an init al 
flow estimated at 2,500 bbls. With this 
comparatively small proven acreage as a 
nucleus, leases are being taken by the 
thousands of acres from three to 20 
miles distant from the wells. For a dis- 
tance of three miles in all directions from 
the well, the leases are held by the Con- 
solidated company, the Atlas Oil Co. and 
a few individual prospectors, and prac- 
tically the only chance to get in is in 
acreage outside of this area. Unfortun- 
ately, the entire acreage in the vicinity of 
the new well is tied up with litigation, 
due to disputed claims in the original 
leasing of the property and to a slight 
delay in the renewal of some of the leases. 
due on January 1, but able attorneys 
have been employed to defend the rights 
of the company and anyone attempting to 
operate on any of the Consolidated leases 











‘tween that territory and his own home 


for fuel purposes, according to the presi- 
dent of the company, R. L. Smith. 

A. E. Wilder, of Homer, is looked upon 
as the discoverer of the new oil field in| 
Claiborne Parish. Surface indications | 
of oil and gas in the neighborhood of his 
boyhood home had made an indelible im- 
pression on his mind, and when, in the 
days of development in the De Soto and 
Red River fields, his attention was drawn | 
to the unmistakable resemblances be-| 





in the roads the trip can be made by 
taking the L. & A. to Minden and the 
stage from there to Homer. Homer is a 
town of. about 3,000 inhabitants, in the 
midst of a prosperous farming commun- 
ity, and in spite of the prevailing excite- 
ment, many of the land owners in 
vie.n ty rather object to seeing the coun- 
try “messed up” with oil. 
Late Completions 

All the completions of the past week 
were made in the Pine Island district. 
although every effort is being made to 
curtail drilling operations in this terri- 
tory until the pipe line situation is im- 
proved. Only about half the production 
of the district is being taken and earthen 
storage experts are in demand in a des- 
perate effort to save the oil that in many 
cuses is running away for lack of storage 
facilities, It is sa‘d that a market can 
easily be secured for this oil if tank cars 
and transportation facilities can be pro- 
vided. 

The Texas Co. completed No. 3 A. 
Herndon in Section 14-21-15, flowing 500 
bbls. at 2,275 feet, but the well was im- 
mediately closed in and no attempt made 
to run the oil. The Texas Co.’s No. 1 W. 
M. Head, in Section 26-21-15, is pump- 
ing at the rate of 90 bbls. a day at 2,320 
eet. 

Baker and others completed a 300-bbl. 
pwrper in No. 3 Caddo M'neral Land 
Co., Section 23-21-15; the Fortuna Oil 
Co.’s No. 9 Herndon, Section 22-21-15. 
made a 10-bbl. pumper and the Sun Co.’s 
No. 112 Landers, Section 23-21-15, is 
pumping 30 bbls. a day. 

Drilling Operatiens 

In the north end of the Pine Island 
district, several attempts are being made 
to locate oil in the deeper strata. Th: 
Big Eight Oil Co. made a test in No. 1 
Hobbs, Section 4-21-15, in which it had 
a showing of salt water at 2,500 feet, but 
will set 4-inch casing and drill deeper 
The Major Oil Co. is drilling in hard 
sand at. 2,675 feet in No. 1 Garner, Sec- 
tion 17-21-15, and the Mo-La Oil Co. has 
resumed drilling on the Bruce lease in 
Section 3-21-15, and is down 2,275 feet 

In the south end of the pool, Jones 
and others are drilling at 800 feet in 
No. 1 Campbell, Section 2-21-15; D‘ck- 
inson & Symmes are drilling at 2,300 
fect in No. 1 D’ckson, Sect’on 1-20-15; 
the Ranger-Pine Island Oil Co. is arrang- 


the|tion 4-21-15; and the Lake oil ; 


surroundings, he was impelled to make a| ing to pump No. 1 Hutchinson, Section 
|thorough study of the situation and in, *-20-15; at 2,190 feet; the Old P oneers 
|time undertook to get the field developed. Oil Co. had a showing of oil and gas in 
| He acquired a big block of leases and in ; the shallow sand in No. 1 Herold, Section 
1917, succeeded in getting the Atlas Oil| 6-20-14, and is drilling deeper at 1,950 
|Co. to drill a well two miles west of | feet, and the Sun Flower Oil Co. has 1 
| Homer in Section 20-21-7. Noth‘ng ever | fishing job in No. 1, Lot 30, Section 3- 
|eame of this effort and in March, 1917, | 20-15. Has 
|the test was abandoned at 2.900 feet.|. The Arkansas Natural Gas Co. is drill- 
|This failure made it more difficult to get ing at 1,000 feet in No. 81 Esterling, Sec- 
anyone interested in the proposition andj tion 34-21-15; the Atlas Oil Co. is drill- 
it was not until the following year that | ing at 1,950 feet in No. 2 Logan, Section 
H. L. Smith. of New York, agreed to | 26-21-15; the Caddo Oil & Refining Co.'s 
take over the leases and develop them. A| No. 1 J. S. Noel, Section 30-21-14, was 
company was organized which grew into| completed at 2,300 feet but would not 
$1,500,000 corporation, known as the! flow and arrangements are being mad 
Consolidated-Progressive Oil Co., with|to pump, and derrick is up for No. 2 in 
Mr. Smith as president and financed en-|the same section. Its No. Noel, in 
tirely by New York and other eastern} Section 25-21-15, is drilling at 2.200 feet : 
capital. Mr. Smith has worked against | No. 6 is drilling deeper at 2,300 feet 
great odds and has surmounted innum-; having had a showing of oil at 2,250 feet : 
erable difficulties in carrying his project| No. 7 is rigging up to drill and No. 8 is 
to a successful termination. drilling at 775 feet. — sae 
"Tis a H gh-Grade O° The Manila Oil Co. is drilling at 2,350 
Expert tests have been made of the oil| feet in No. 1 Sibley, Section 29-21-14; 
in the Homer well and it is said to be|the Western Oil Field Corporation’s No. 
withoout a doubt the best grade ever pro-|1 Glassell in Section 17-21-14, showed 
duced in the North Louisiana field. J. M.| oil at 2,300 feet but not in sufficient 


Parker, of Kansas City, a refiner, has , quant.ties to insure a producing well and 


just closed a deal for 850 acres and is 
preparing to enter the new field, and Band 
rangements have also been made by A. 
A. Cassell, of the Ohio Fuel Co., and C. 
O. Mahaffey, of the Salurian Oil Co., of 
; Columbus, Ohio, to establish their inter- 
| ests in the new territory. Representa- | 
tives of rig builders and supply com- | 
| panies are conspicuously present and The 
exas Co. is already making plans for a| 
pipe line to be laid in the near future. 

A special train has been put on by 
the L. N. & W. Ry., which connects at 
Gibbsland with the V. S. & P. from 
Shreveport, enabling visitors to get to 








will be promptly restra‘ned and will also | the field without any unnecessary delay, 
be denied the use of oil from their wells and as soon as there is an improvement 


it is pulling liner to drill deeper. In the 
same section the Swann well, drilled by 
Noel & Means, had a good showing of oil 
at 950 feet. 

The Red Banks Oil Co. is drilling at 
300 feet in No. 1 Brown, Section 34-21- 


115- the Red Bayou Oil Co. is drilling at 


1,950 feet in No. 2 Herndon, Section 15- 
21-15; the Old Farmers Oil Co. has two 
wells drilling. on the Noel lease in See- 
tion 25-21-15; the Mohawk Oil Co. is 
arranging to pump No. 1 Robertshaw in 
Section 23-21-15; No. 2 is a derrick, No. 
8 is drilling at 1,100 feet and No. 4 is 
closed down at the 6-inch casing. No. 1 
Wilkinson, Section 21-21-15, is drilling 
at 1,350 feet. 
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At the left we show 
the upper steel 
crown, inside of 
which is ONE set 
of Bramo Balls and 
Seats. This is what 
GETS the floating 
sand. 
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The etiaies Oil & Gas Co. is 
drilling at 2, feet in No. 3 Olds, See- 


tion 9-21-15; the Nash Oil Co. is drilling 
at 1,700 feet in No. 1 Waters, 
17-21-15; the Solano Oil & Gas Co. is 
drilling at 175 feet in No. 1 Roland, Sec- 


drilling at 650 feet in No. 2 W 
tion 10-21-15. Avery & Martin are drill- 
ing at 1,950 feet in No. 1 
tion 10-21-15; Baker and 
drilling at 600 feet in No. 4 Caddo Min- 
eral Land Co., in Section 23-21-15; the 
Banks Oil Co. is arran ng. be pump No. 
2 Clark in Section 14-21-15, 

6-inch casing in No. 2 Wells in the same 
section ; the Bradford Oil Corporation is 
drilling at 900 feet in No. 1 Hicks, Sec- 
tion 2-20-15, and the Jim Clark Oil Co.’s 
No. 5 Raines, in Section 22-21-15, is 
drilling at 1,800 feet. 


Red River-De Soto-Bossier 


Operations in the Bull Bayou district 
have been somewhat retarded on account 
of road and weather conditions, but it is 
expected that with the opening up of 
spring work there will be considerable 
activity in this territory. The Bull Bayou 
Oil Co. is rigging un to drill No. 2 Armi- 
stead in Section 23-12-11, and has der- 
rick up for No. 3, and the Arkansas Nat- 
ural Gas Co. is rigging up to drill No. 82 
Hollingsworth in Section 19-12-10. The 
Gulf Refining Co. is drilling at 2,560 feet 
in Jenkins E7, Section 14-12-11, 

In the Naborton district, The Texas 
Co. is drilling at 2,650 feet in No. 
ae Bayou Planting Co., Section 29- 

In De Soto Parish, the Gulf Refining 
Co. is bailing at 2,700 feet in Wemple 
B-10, Section 24-12-11 and is drilling at 
950 feet in Willis Williams Al4, Section 
31-13-12. The Texas Co. has set 8-inch 
casing at 950 feet in Albritton A4, Sec- 
titon 24-13-12. 

In the Elm Grove district, Bossier 
Parish, The Texas Co. has set 10-inch 
casing at 875 feet in No. 1 Lawson, Sec- 
“on 8-16-11; the Arkansas Natural Gas 
Co. is arranging to resume drilling in No. 
68 Palmer, Section 10-16-11, closed down 
it 900 feet; drilling at 2,500 feet in No. 
75 Palmer and rigging up to drill No. 78 
Goldstein in the same section. The Louis- 
iana Gas & Fuel Co. is drilling at 2,000 
feet in No. 1 Crawford, Jenkins & Booth, 
Section 18-16-11; the Gulf Refining Co. 
has set 10-inch casing at 750 feet in No. 
2 J. J. Leviston, Section 13-16-12, and is 
rigging up to drill No. 1 S. J. Smith and 
vthers in Section 15-1-12, and its No. 5 
Hodges, Section 24-16-12, is standing with 
600 feet of oil in the hole and standard 
rig being built to pump. 

Miscelleneous Operations 

Wildcat operations are practically at a 
standstill and there are only a few tests 
of interest now drilling outside of the 
proven field. The Ola Oil Co. has re- 
sumed drilling in No. 3 Wren, Section 
22-12-8, in the lower end of Red River 
Parish, and is down nearly 3,000 feet. 

In Bienville Parish, the Arkansas Nat- 
ural Gas Co. is drilling at 2.300 feet in 
No. 77 Carter, Section 13-16-10. 

In Ouachita Parish, the Southern Car- 
bon Co. is drilling at 1,400 feet in No. 1 
Fairbanks. 

In Morehouse Parish, the Morehouse 
Oil & Gas Co. is drilling at 2,075 feet in 
No. 1 Newblock, Section 33-22-5, and 
The Texas Co. is drilling at 2,085 feet in 
No. 1 Vaughn, Section 21-21-5. 

In Shelby County, Tex., The Texas Co. 
= a dry hole in No. 5 Pickering Lumber 
Co., and the well was abandoned at 3,900 
feet, one of the deepest tests ever made 
in the North Louisiana field. No. 6 on 
the same lease is drilling at 100 feet. 

In Red River County, the Avery Petro- 
leum Co. is drilling at 1,100 feet in No. 
1 Bearden. 


Decision in Fe Lake Case 

A decision rendered in the famous 
“Ferry Lake” suit, in which the United 
States Government claims ownership to 
some of the most valuable oil leases in the 
Caddo field, awards the Government a 
judgment against a number of local oil 
corporations and individuals for a sum 
slightly in excess of $400,000, represent- 
the net value of the oil alleged to have 
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The two sets of 
Balls and Seats in 
the standing valve 
are shown at the 
left and at the 
right. We believe 
in doing things 
PROPERLY. 


SETS 


Another Ball and 
Seat in the plung- 
er. 


Do you see 
much chance for 
leaks? And Bramo 
Balls and Seats are 
the BEST you can 
obtain. 





BALLS AND SEATS 


in the BRAMO WORKING BARREL 
which PUMPS BOTH STROKES. 

hy waste money on poor quality 
Bramo products are 
Order from your dealer or 
rom us. Always insist on seeing . 
the Bramo trademark. We ship immedi- 


ately. 
| 





BRADFORD MOTOR WORKS 

57 Holley Avenve, Bradford, Pa. 

Mfrs. Valves Balls & Seats, 
Cups, Oi: Well Supplies 
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Through Snow and Storm 
The Tank Car “ ies On’ 
; e Tank Car “Carries On 
h, 
i Fuel oil, gasoline, kerosene and lubricating oils are as essen- 
H tial to the industrial and domestic life of the country as 
rd ° . . 
coal. The need of faithful, reliable tank car service was never 
ts more imperative. 
r | . Standard Tank Cars represent the highest achievement of tank car con- 
t struction. Built to meet every requirement in every service with the 
t greatest efficiency, reliability and economy. 
1 
i Tank Cars built, repaired and rebuilt. 
Sr PROMPT DELIVERIES. 
le 
4 Write any office for particulars, specifications, blue-prints and any engineering information. 
d 
10 * 
Standard Car Construction Co. 
t- OFFICES: 


NEW YORK ST. LOUIS CHICAGO PHILADELPHIA 
Woolworth Bldg. Wright Bldg. Peoples Gas Bldg. 108 S. Fourth St. 


Works: SHARON, PA 


Standard Tank Cars 
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been taken from the land in question.| E. H. Randolph, who was appointed seam. | Meemes. shut down at 3,160 feet; No. 2 


The suits against the defendants were in-!| ter in chancery to take testimony and re- 


st.tuted in the summer of 1918, at the 
direction of the Attorney General of the 
United States, and have attracted con- 
siderable attention, affecting as they did, 
so many local companies and operators. 
The suit hung on the decision as to 
whether or not the land in question was, 
or ever had been, a part of the bed of 
the lake, or was upland in character. 
Goverument geologists and _ ecologists 
spent several monts on the land studying 
its general character, and their testi- 
mony was both interesting and volumi- 
nous. Surveys as far back as 1839 were 
unearthed. The findings of the court 
were to the effect that the lands in ques- 
tion were highlands and alluvial in 1812, 





when Louisiana was admitted to the| 


and that that they should be 
classed as unsurveyed public lands of 
the United States, thus sustaining the 
Goyernment in its claim to the property. 

The case has been in the hands of Hon. 


Union 


port to the court, and the result is a 
recommendation that the Government be 
awarded a sum rs geet ang the difference 
between the total value of the oil and 
the cost of oriing and operating the 
wells, which sum slightly exceeds \- 
000. The master’s report is subjeét to 
confirmation or rejection by the court, 
and a time has not yet been fixed for a 
hearing. 

Among the companies which will be 
effected by the ruling if it goes into ef- 
fect, are the Gulf Refining Co., the Stand- 
ard Oil Co. of Louisiana, The Texas Co., 
the Producers Oil Co.. Pure Oil Co., the 
Arkansas Natural Gas~Co. and the 
Southwestern Gas & Jlectric Co. 
Among the individuals affected are C. W. 
Lane, C. J. Green, W. H. Enders, Mrs. 
Jessie La Robadierre, A. C. Loucks, W. 
W. Green, Henry Hunsicker, W. H. Mat- 
thews, Mrs. Lydia H. McMullen and 
Sam W. Mason. 








North-Central Texas Field 


By DAN F. DUGAN 


EASTLAND DEVELOPMENTS 


Fort WortH, Tex., Jan. 27.—Bad 


weather ser.ously interfered with all kinds couut of ttle troubles. 


of development work in Eastland County 


1 





suspended. The reason given was to 
avoid a 1919 tax assessment. Now it is 
reported the complet.on is delayed on ac- 
At any rate, 
something definite should come to light in 


during the past week. No new wells were | this test in the near future. 


brought in that extended the proven field 
and none of the tests completed was in 
the gusher class. Storage tankage is 
being erected at the Oil States Corpora- 
tion’s Ne. 1 Parrack, six miles north of 
Eastland, and as soon as completed, drill- 
ing will again be started and the exaci 
status of the wel! defined. It is now 
showing about 100 bbls. daily, at the top 
of the sand. 

In the Duke pool, the Magnolia Petro- 
leum Co. drilled its Duke No. 2 five feet 
deeper into the sand and the well in- 
eveased its flow about 1,500 bbls. daily. 
To the detriment of legit:mate business 
and the great annoyance of the owners 
of th’s property, several “stock rats” 
heralded in their advertisements that the 
well was making 40,000 bbls. daily, and 
sold stock in their various companies on 
that representation. 

The Leon Oil Co.’s No. 1 Parker, about 
10 miles southwest of the Duke pool, is 
reported to be at the top of sand and is 
cleaning out at 3 245 feet. Gradually the 
limits of the Duke pool are being defined. 
The Magnolia No. 1 Davis, two and one- 
half miles north of the Duke No. 1, at 
approximately 2,950 feet, shows no indi- 
eations of mak.ng a paying producer. 
There yet remains the territory to the 
south and east of the pool to be drilled to 
the depth (2.700 feet) at which the pay 
sand is reached in the producing wells 
in the Duke field. 

The Bailey well in Brown County is the 
mystery well of the south section of the 
tield. It was reported the latter part of 
December as on top of the pay sand and 
showing both oil and gas, yet work was 


| 


The Texas & Vacifie Coal & Oil Co.’s 
No. 4 J. H. MeCleskey is showing 150 
bbls. at 3,200 feet. 

Prairie Oil & Gas Co.’s No. 1 Duncan 
is flowing 500 bbls. from the 3,354-foot 
level. Its No. 1 Hesterlow is showing 


| 350 bbls. at 3,435 feet. 


The Westhe:mer Oil Co.’s No. 1 D. 
‘eed is making 700 bbls. at 3,439 
eect 

Prairie Oil & Gas Co.’s No. 3 erry is 
at the top of the pay sand and is showing 
250 bbls. at 3,460 feet 

Texas & Pacific Coal & Oil Co.’s No. 1 
Haw is reported at 1,400 bbls. 

T. & P. Company’s Drill'ng Wells 

Following is a list of the Texas & 
Pae fie Coal & Oil Co.’s drilling wells in 
Eastland County: No. 2 England, dril!- 
ng in black shale at 3,580 feet: No. i 
Manceill, shut down for tools at 3,310 
feet: No. 2 Walker, drilling in broken 
lime at 3,150 feet; No. 1 Fox, drilliug 
n blue shale at 530 feet; No. 1 Henson, 
drill:ng in black shale at 2,960 feet; No. 
i Cooper, drilling at 160 feet; No. 1 
Demic. drilling in black shale at 2,340 
feet ; No. 11 MeKinney, drill'‘ng in broken 
Ime at 3,260 feet; No. 1 Davis, drilling 
n black shale at 2,580 feet; No. 2 Ghol- 
sou, drilling in slate at +70 feet; No. 1 
Gholson, drilling in black slate at 3.360 
feet: No. 1 Cooper, drilling at 2,000 feet; 
No. 2 Brewer, drilling in black lime ut 
5.100 feet: Mo. 2 
at 490 feet: No. 1 Norweed, drilling in 
black shale at 3390 feet; No. 2 Hand, 
drilling in black shale at 2500 feet; 
No. 2 Meyers, shut down at 3,175 feet; 
No. 15 Brewer, drilling at 210 feet; No. 6 


Layne, fishing for bit | 


Huffman, drillmg at 220 feet; No. 1 
Huffman, eleaning out at 3,520 feet: No. 
2 Jouncan, drilling in black Lme at 3,270 
feet; No. 1 Dunean, shut down at 1, 

feet; No. 1 Cook, shut down for crew at 
1,675 feet; No. 1 Gienn, shut down for 
evew at 3,205 feet; No. 1 Walliams, fish- 
ing at 3,510 feet; No. 1 Gerdes, drilling 
Fe 3.230 feet; No. 1 Conner, fishing at 
3,298 feet; No. 1 Davenport, shut down 


at 3.490 feet; No. 1 Galloway, setting 
hner at 3,300 feet; No. 2. Hagerman, 


drilling at 3,160 feet; No. 1 Hagerman, 
fishing at 3,280 feet; No. 1 Butier, drill- 
ing at 2,460 feet; No. 1 Davenport, shut 
down at 3.730 feet; No. 2 Tuibble, shut 
down at 2,500 feet; No. 1 Be.dleman. 
drilling in broken lime at 3,425 feet; 
No. 3 Hodge, drilling at 215 feet; No. 2 
Hoge, shut down at 3,165 feet; No. 1 
Hodge, clean.ng out at $,3u8 feet; No. 1 
Whitson, drilling in black shale at 3,755 
feet; No. 2 McCleskey, drilling in biack 
shale at 2,556 feet; No. 
drilling at 3,190 feet; No. 1 Wagner, 
shut down for storage at 3,397 feet, 
No. 1 McCleskey and others, drilling in 
black lime at 3,245 feet; No. 1 Clemmer. 
shot with 175 quarts of nitro without 
results, drilling at 3,400 feet. 
Prairie’s Drilling Wells 
Prairie Oi: & Gas Co.s No. 1 Christ- 
mas, shut down at 3,260 feet; No. 4 
Christmas, drilling in blue shale at 2,000 
feet; No. 3 Christmas, drilling in blue 
shale at, 1,450 feet; No. 2 Christmas, 
drilling at the top of the lime at 3,222 
feet; No. 1 Christmas, drilling in black 
shale at 3,060 feet; No. 5 Slayden, drill- 
ing black shale at 1,770 feet; No. 3 Slay- 
den, shut down at 3,258 feet; No. 2 
Meyers, drilling in black shale at 2, 
feet; No. 1 Myers, shut down at the top 
of the lime at 3,14© feet; No. 1 Brewer, 
shut down for storege at 2,240 feet; 
No 1 Duffer, drilling in gray lime ai 
3.600 feet; No. 1 Earnest, drilling at 
3,310 feet; No. 2 Falls, fishing for 6-:nch 
easing at 3,958 feet; No. 4 Johnson, drill- 
ing .n blue skale at 910 feet. No. 1 John- 
son, shut down for storage at 3,175 feet; 
No. 3 ‘Terrell, drilling in blue shale at 
400 feet; No. 1 Roper, drilling in broken 
live at 3,300 feet; No. 1 Donley, fishing 
for tools at 3,400 feet; No. 1 Keaghey, 
shut down at 3.198 feet; 
shut down at 3,250 feet; No. 1 Terry, 
shut down at 3,260 feet; No. 3 Woods, 
drilling in bine shale at 2,000 feet; No.4 


Woods, shut down for storage at 3,450 
feet: No. 3 Howard, drilling at 2U0 feet: 
No. 1 Howard, shut down for storage at 


' 3.420 feet. 
& Refining 





|. Beaver Valley Oil Co.'s 
| No. 1 Barber, shut down at 3,415 feet. 
| dumble Oil & Refining Co.’s No. 1 Pat- 
|ton, drilling at 3,580 feet; its No. 1 
| Hunt, sett.ng 6-inch cas'ng at 3,094 feet. 
Plans ©il1 & Gas Co.’s No. 1 Haynes, 
|shut down at 3.280 feet. Gladstone Oil 
| Co.'s No. 3 Barton, drilling in blue shale 
at 2.398 feet: its No..1 Barton, ijishine 
at 3.280 feet. Dunlap and others’ No. 5 
| Rock, drilling in hme at 710 feet: No. 4 
Rock, shut down at 2,285 feet; No. 3 
Rock. drilling at S890 feet. Lone Star 
(ias Co.’s No. 1 Hagerman, drilling in 
black shale and lime at 3,620 feet. Cul- 


1. McCleskey, 


No. 14 Terry, | 


9! 


Woods, drilling at 410 feet; No. 2) 
Woods, drilling at 3,260 feet; No. 1) 


Iinan and others’ No. 8 Jones, drilling in 
black shale at 2,925 ‘feet; No. 7 io, 
drilling in black shale at 3,110 feet ; No. 
Jones shut down at 90 feet; No. 3 Jones, 
drilling at the top of y lime at 3455 
fect. Magnolia T’etroleum Co.’s No. 3 
Nash, drill'ag at 200 feet; No. 4 Nash, 
drilling in blue shale at 1,110 feet; No. 3 
Rock, drilling in blue shale at 2,230 feet : 
No. 1 Walker, drilling in blue shale at 
2300 feet; No. 1 Harris, drilling in blue 
shale at 2,100 feet. Hennan and others’ 
No. 1 Riddite. shut down at 3,670 feet. 
M‘d-Kansas Oil Co.’s No. 1 Rice, drilling 
at 1.900 feet; No. 1 Griffin drilling in 
black lime at 3,240 feet: No. 1 Johnson 
J‘rilfng in black shale at 2,495 feet. 
Walker and others’ No. 1 Walker, drill- 
ing at 3,170 feet. Ranger Producing & 
Refining Co.’s No. 1 H’nman, shut down 
at 5 180 feet. Thompson and others’ No. 
1 Findley. drilling at 2.540 feet. Jake 
Hamon’s No. Hamilton, drilling at 
3.50 feet. 

Texas Co.’s No. 2 Duffer, drilling in 
black lime at 3,664 feet; No. 4 Duffer, 
‘shut down at 3,490 feet; No. 1 Hager- 
man, drilling at 3,260 feet. Crosbie & 
‘Davis’ No. 6 Crosbie, drilling at 1,717 
feet. Root and others’ No. Cooper, 
cleaning out at 3,170 feet. Westheimer 
| Oil Co.’s No. 1 Griffin, drilling in broken 
lime at 3,400 feet; No. 1 Brashears, shut 
down at 2,780 feet; No. 1 McCleskey, 
fishing at 3,280 feet; No. 2 McCleskey, 
| drilling at 3,240 feet; No. 4 McCleskey, 
fishing at 610 feet. John Markham’s No. 
1 Copeland, drilling in black shale at 
4.000 feet. Sinclair Gulf Co.’s No. 1 
Hagerman, drilling at 310 feet; No. 1 
| Thompson, drilling in blue shale at 1.890 
feet; No. Harpool, drilling in black 
shale at 3,000 feet. Sun Co.’s No. 1 Sud- 
;dreth, drilling in black lime at 3,290 
feet; No. 1 Duncan, shut down at 3,150 
feet; No. 1 Lauderdale drilling in blue 
shale a 790 feet. McManus and others’ 
No. 1 MeDowell. drilling in sandv lime 
at 3,190 feet. Texas Star Oil & Gas 
Co.’s No. 1 Stuard, cleaning out at 3,225 
feet. Acme Oil Co.’s No. 1 Earnes, drill- 
ing at 380 feet. Jones and others’ No. 1 
Jones, drilling in black shale at 2,900 
feet. Heibeck and others’ No. 1 Moss, 
shut down at 3,500 feet. Woods and 
others’ No. 1 Statehodge, shut down at 
2000 feet. Ranger Worth Oil Co.’s No. 
1 Russell, drilling in blue shale at 2,400 
|feet. Ranger Duncan Oil Co.’s No. 1 
Sibley, shut down at 3,500 feet. Joe 
3artles’ No. 2 Gholson, shut down at 
3,500 feet. Barnsdall Oil Co.’s No. 1 
| Brown, shut down at 2,490 feet. Sun 
| Co.’s No. 1 fee, shut down for fuel at 350 
|feet. Humble Oil & Refining Co.’s No. 1 
| Schoor, drilling at 2,335 feet. Gulf Pro- 
‘duction Co.’s No. 1 Brelsford and others. 
| drilling at 3,480 feet; No. Rowland 
and others, cleaning out at 3,500 feet; 
No. 3 Taylor, drilling at 3,330 feet; No. 
1 State Collett, drilling at 3,520 feet; No. 
1 Ray, drilling at 800 feet; No. 1 Ghol- 
son and others, drilling at 150. feet; 
No. 1 Allen, drilling at' 270 feet. 

Sun Co.’s No. 1 Gibson, drilling at 
00 feet Ranger C'seco Oil Co.’s No. i 
Wright, drilling at 3,000 feet. Texas & 
Pacific Coal & Oil Co.’s No. 1 fee, shut 
down at 980 feet. Gilliland Oil Co.’s No. 
i Zula Lynn, drilling at 710 feet. Con- 
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STEEL PLATE CONSTRUCTION 


RELIANCE 


Character is the sum-total of an individual. It’s 
what one is. Reputation is the manifestation of 
character expressed in terms of public opinion. 


The character of the individual predetermines the 
character of every organization—from business to 
nation. 


Know the reliability and integrity of a business con- 
cern—and you know without exception the qualities 
of the men who guide its destiny. 


For more than a quarter of a century “‘ P. |. W.’’ has 
meant to the Petroleum Industry good material and 
correct design, clean-cut shop work and—100 per 
cent erection service. 


**P. I. W.’? has earned the faith and reliance which 
leading engineers of the Petroleum Industry of this 
and other countries place in it. 


“<P. I. W."? SERVICE IS WORLD-WIDE. 


What are your Steel Plate Construction requirements? 
Have you our specifications and quotations ? 


THE PETROLEUM IRON WORKS COMPANY 
SHARON, PA. 


NEW YORK PITTSBURGH ST. LOUIS SAN FRANCISCO 





“P. I. W.” STEEL PLATE PRODUCTS ARE USED IN THE 
PETROLEUM, GAS, MINING, RAILWAY. IRON AND STEEL, 
WATER-WORKS, ENGINEERING AND ALLIED INDUSTRIES, 
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' Exchange National Bank Building, Tulea, Okla. 
4 oe . 














OIL 
and the 


Exchange National 
of Tulsa 


Wherever oil is found—wherever 
oi] men gather in America— 
there will be found patrons of 
the Exchange National of Tulsa. 


In Kansas, Texas, Wyoming, 
Oklahoma — even in Mexico — 
experienced oil producers may 
be found who look on the Ex- 
change National of Tulsa as 
their bank. 


Though the Exchange has no 
more thar one hundred corres- 
pondent banks (fewer than many 
smaller institutions), its daily 
mail bank transactions average 
more than four thousand indi- 
vidual items and cause a for- 
eign bank fluctuation of from 
one to three million dollars 


Oil men who have established 
their relations with the Ex- 
change National of Tulsa have 
found those relations so reli- 
able, so pleasant, that they 
gladly bridge hundreds, many 
times thousands, of miles to 
eontinue them. 


Built on a practical knowledge 
of the banking needs of the oil 
industry, the Exchange National 
has won and retains its close 
relationship with thousands of 
real oil producers all over Amer- 
jiea by careful and continued 
service rendered. 


Deposits $23.200.000 as of No- 
vember 13th, 1918. 


DIRECTORS 
E. W. SINCLAIR 





J. H. EVANS 0. H. LEONARD 
R. M. McFARLIN H. F. SINCLAIR 
J. J. LARKIN J. A. HULL 
HOMER M. PRESTON J. A. CHAPMAN 
FRANK HASKFLL A. T. ALISON 

J. H. MARKHAM, Jr. gE. R. KEMP 


G. N. WRIGHT W. A. BROWNLEE 


The Exchange National 
of Tulsa 


**Oklahoma’s Largest Bank’’ 
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inelley & Aquirre, drilling in black shale 

t 2,460 feet. Plains Oil Co.’s No. 1 
Sh aa Big drilling at 800 feet. Ham- 
mill’s No. 1 Lewis, — at 710 oe 
Ohio Fuel Oil Co.’s No. Herrin 
drilling in black slate at 1,710 feet. idal 
Oil Co.’s No. 1 Danley, drilling in blue 
shale at 1,000 feet. Dorsey and others’ 
No. 1 Harrison, drilling in blue shale at 
1,800 feet. Falson & Schefiler’s No. 1 
Colony School, drilling in blue shale at 
1,430 feet. Leon Oil Co.’s No. 1 Stew- 
art, drilling in grey lime at 3,240 feet. 
John Markham-and others’ No. 3 Cope- 
land, drilling at 2,410 feet; No. 2 Conpe- 
land, drilling in blue shale at 2,370 feet ; 
No. 6 Copeland, drilling in blue shale at 
800 feet. 

Stephens County 

Reports on development work in 
Stephens County have been very meagre 
during the past week. The country roads 
are hub deep in mud which makes the 
transportation of supplies to the field 
almost an impossibility. Rig building 
is practically suspended and a consider- 
able number of drilling wells are shut 
down. 

yulf Production Co.’s No. 1 on the 
White is in top of the sand at 3,305 feet 
and showing for 400 bbls. 


Cunningham and others’ No. 1 Evans. | 


has 1,500 feet of fluid in the hole and 
is drilling at 3,010 feet. 

Texas & Pacific Coal & Oil Co.’s No. 
1 Brooks, making 30 bbls. a day and 
has a fishing job at 3,190 feet. 

Same company’s No. 1 Less is showing 
140 bbls. a day. 

1 Bradford 


Same company’s No. is 


showing for 30 bbls. a day and is shut| and sprayed some oil. 


down for ay at the top of the black 
lime at 2,590 feet. 


The Texas Co.’s No. 1 Parks has been | duction, 


given a 250-quart shot and is making 250 
bbls. a day. 

Same company’s No. 2 Parks has 2,000 
feet of fluid in the hole at 3,345 feet. 

Prairie O11 & Gas Co’s No. 1 Corbett 
has a showing of oil and is drilling in 
black lime at 3,410 feet. 

The Texas Co.’s No. 1 C. H. Houston, 
is showing 50 bbls. a day at 3,320 feet. 

Sterhens County Drilling Wells 

The Texas Co.’s No. 1 Brooks, shut 
down at 3.185 feet; No. 2 Brooks. drilling 
at 2,010 feet; No. 1 Parks, waiting for 
fish‘ne tools at 3250 feet: No. 4 Porks 
drilling at 310 feet; No. 4 Parks, drilling 
at 1.180 feet; No. 2 Parks, drilling at 


3.335 feet; No. 1 Chaney, drilling at 
8.190 feet: No. 2 Curry, drilling at 110 
feet; No. 1 Curry, drilling at 2.700 feet; 
No. 1 Morvell, drilling at 2,260 feet: 
No. 1 Womack, drilling at 1,500 feet; 


No. 1 Sikes, drilling at 3.300 feet; No. 1 
Grant, drilling at 3400 feet: No. 1 
Stoker, fishing for bailer at 2.800 feet : 
No. Houston, pulling 10-inch casing 
at 3.320 feet: No. 1 Pierce, shut down 
for spear at 2.650 feet; No. 1 Grosclos. 
shut down at 2,700 feet; No. 1 Winston 
fishing for tools at 3,140 feet; No. 1 Bil- 
lingsley, paten for string of '654-inch at 


2.556 feet; No. 1 Smith, drilling at 230 
feet: No. 1 Thomas, deine at 29k" 
feet: No. 2 Thomas, drilling at 1,230 
feet: No. 1 Havens, waiting for tools at 
2230 feet. Mid-Kansas O'l Co.’s No. 1 
Hill. drilling at 510 feet: No. 1 Milam 


shut down for casing at 850 feet. Hum- 
ble Oil & Refining Co.’s No 1 Crude- 
ington, shut down for wire line at 740 
feet. The Texas Co.’s No. 1 Black 


Kres., fishine for tools at 8 500 feet: N 
1 Brown. shut down for casing at 1.540 
feet. Prairie Oil Gas Co’s No. 


Gaston, waiting for pump at 2.810 feet: 
No 8 Corbett vie We “n down ot 8400 
ed No. 1 Proctor. drilling at 3,510 feet - 


‘ ‘. Powers, setting casing at 2.2"0 
feet; No. 1 Seott. underreaming at 1.255 
feet. Walker & Caldwell’s No. 1 Jones. 
shut down for crew at 1.450 feet 


Sinclair Gulf Co.’s No 1 Ledbetter. shut 
dawn for orders at 3.420 feet; No. 1 
Well, driline at 390 feet. Bracos ™! 
Co.’s No. 1 Massenburg. drilling at 1089 
feet. Felt and others No. 1 Moon, drill- 
ing at 2420 feet. Lone Star Gas (o.’s 
No. 1 Castle. fishing at 3.810 feet. Mae- 
nolia Petrolenm Co.’s No 1 Frost. nu!l- 
ine pine to skid rie at 2.700 feet. Texas 
& Pacific Coal & Ol Co.’s No. 1 Jennings, 
fishing for tools at 930 ok Pg 1 Pierce, 
drilling at 41700 feet: 1 MeClestev. 
fishin at 3.200 forts Nod Pees drilling 
at 2.500 feet: No. 1 Bratton. cleaning out 
at 3.535 feet: No. 1 Brown, abandoned 
temporarily at 3.505 feet: No. 1 Lauder- 
dale. waiting on tools at 3.440 feet. Gulf 


| Production Co.’s No. 1 Winston, waiting 


“Pierce Oil Corporation’s No. 1 


for tools at 3°8N feet: No. 4 F'ncher. 
driting at 1.980 feet: No. 8 Fincher. 
drilling at 1.799 feet: No. 2 Davis. wait- 
ing on tools at 3,150 feet: No. 1 Caldwell. 
ehnt down for tools at 2.240 feet: No. 1 
White, waiting on tools at 3,245 feet. 
Smith. 


shut down for crew at 100 feet. McMan 
drilling at 


Oil Co.’s -No. 1 Williams, 








410 feet. Sun Co.’s 
drilling at 930 feet. Superior Oil & bee 4 
Co.’s No. 1 Ha erman, casing colla 
at 1,000 feet. un Co.’s No. 1 Me vom 
drilling at as feet. Columbia Oil & 
Gas Co.’s No. 1 Boles, drilling at 3,460 
feet. Plains. Oil & Gas Co.'s No. 1 
ee drilling at 660 feet. Gladstone | 

efining Co.’s No. 1 Ste henson, 
drilling at 910 feet. The Texas Co.’s No. | 
No. 2 Sandage, drilling at 1,460 feet; 
No. 10 Braham, drilling at 800 feet.) 
Texas & Pacific Coal & Oil Co.’s No. 1} 
Carey, preparing to shoot at 3,315 feet: 
No. 1 Rogers, shut down for tools at 3,160 
feet; No. 2 McNabb, shut down for men 
at 400 feet. Mid-Kansas Oil Co.’s No. 2 
Yates, drilling at 660 feet. No. 1 Jack- 
son, drilling in black lime and shale at 
4,090 feet. 

Burkburnett Operations 

Condtions in the new Burkburnett pool 
were practically unchanged the past 
week. Terrific rains had a tendenc 
stop work on rig building and drilling, 
but the completions will measure up to 
the average in numbers, with about the 
regular amount -of production. The 
freight embargo is a serious handicap, as 
nearly all the material and supplies used 
in the field have to be transported by 
auto truck from Wichita Falls, which 
necessitate an overland haul of from 15 
to 20 miles over roads that are almost 
impassable. A new shallow field, may 
be the result of the efforts of the Burk- 
Waggoner Co., drilling on Block 84, Red 
River Valley lands, and at a depth of 580 
feet the bit penetrated a sand 14 feet 
in thickness that made a gas showing 
The test is 6% 
miles northwest of the New Burkburnett 
| pool, and five miles from the closest pro- 
There are two tests now drill- 
ing in the vicinity of the Burk-Waggoner 
well—one by Testerman and others on 
the Texas side, and the Burkbridge Co., 
which is now drilling around 1,200 feet 
on the Oklahoma side of the river. 

Reecnt Completicns 

The Myers-Cooper Oil Co.’s No. 1. 
Block 26 Townsite, is showing around 
1,000 bbls., and it is claimed to be the 
largest producer in the pool at 1,570 feet 

The Texas Co.’s No. 1 Hardin is a 
6000-bbl. producer at 1,670 feet. 

The Humble Oil & Refining Co.’s No 
: Herndon is showing 800 bbls. at 1,675 
eet. 

Town Line Oil Co.’s No. 1 fee, is mak- 
ing 200 bbls. at 1,585 feet. 

Hunter and others’ No. 1 Hines, 
good for 225 bbls. at 1,620 feet. 

Brown Oil Co.’s No. 1 fee, is a 200- 
bbl. producer at 1,580 feet. 

Sunbeam Oil Co.’s No. 1 McGee is a 
220-bbl. producer at 1,580 feet. 

Conner & Kinnard’s No. 2 fee is good 
for 275 bbls. at 1.230 feet. 

Wichita Falls Fuel Development Co.’s 
No. 1 Schulz is a 65-bbl. producer at 
1,760 feet. 

The Texas Co.’s No. 9 Ruyle is good 
for 78 bbls. at 1,720 feet. 

Peaton & Berry’s No. 1 Bently was 
dry and abandoned at 1,320 feet. 

Floydada-Western’s No. 1 Schutz is a 
duster at 1,803 feet. 

Willie Davis and others No. 1 Hewitt 
is making 140 bbls. at 1.555 feet. 

Sunflower Oil Co.’s No. 1 Carey 
making about 100 bbls. 

Mid-Pool Oil Go.’s No. 1 Eads is show- 
ing 210 bbls. at 1,610 feet. 

Humble O11 & Refining Co.’s No. 1 
Derdon is making 200 bbls. at 1,660 feet. 

Magnolia Petroleum Co.’s No. 1 Thom- 
as is showing 175 bbls. at 1,605 feet. 

Big Burk Oil Co.’s No. 1 Jones is pro- 
ducing 190 bbls. from the 1,602-foot level. 

Horn Oil Co.’s No. 1 Van Cleave is 
showing 500 bbls. at 1,685 feet. 

Drilling Wells and Devths 

Conner & Kinnard’s No. 3 fee, shut 
down at 1, feet. Chenault. Oil Co.’s 
No. 1 Chenault, drilling at 1,420 feet. 
Clements Oil Co.’s No. 1 Murray, drilling 
around 1,560 feet. Cline and others No. 
2 Staley, shut down at 1,700 feet. Climax 
Oil Co.’s No. 1 Thomas, shut down at 
1,530 feet. Cooper and others’ No. 1 
Huff, shut down at 1,580 feet. Celina 
Oil & Gas Co.’s No. 1 Cooper, shut down 
at 1,750 feet. Crowell and others’ No. 
: Barker, shut down at 1,620 feet; No. 

1 Dunn, shut down at 1,660 feet; No. 1 
Sides, drilling at 1,580 feet. Crowell 
and others’ No. 1 Majors, shut down at 
1,660 feet. Davis and others’ No. 1 
~ Fg weed at 1,500 feet. Abner Davis’ 

2 Renas, shut down at 1,595 feet; 
Ne 1 Bishler, shut down at 1,580 feet 
Cox and others’ No. 1 Davis, drilling at 
1,540 feet. Drillers Oil & Gas Co.’s No. 
1 Adams, shut down at 1,555 feet. Den- 
ton Burk Oil Co.’s. No. 1 Fisher, drill- 
ing at 1,555 feet. Drummond and oth- 
ers’ No. 1 Hammond, shut down at 1,360 
feet. Edrington and others’ No. 1 State 
lands, — at 1,010 feet. Elder Oil|2 
Co.’s No. now, drilling at 1,530 feet. 


is 


is 


No. 1 Jennings, | 


to! 


from 1,620 feet. | 


Rob-| N 


Featherston and others’ No. 1 Cox, shut 
down at 1, feet. Fowler and others’ 
No. 3 Vaughn, shut down at 1,720 feet; 
No. 4 Vaughn, shut down at 1,660 feet : 
| No. 5 Vaughn, shut down at 1 650 feet ; 
Ne 6 Vaughn, shut down at 1,660 feet ; 
No. 7 Vaughn, drilling at 1,665 pre No. 
9 Vaughn, shut down at 1,660 f ; No. 
1 Van Cleve, shut down at 1,630 ‘feet ; 
No. 2 Van Cleve, drilling at 915 feet ; 
No. 3 Van Cleve, drilling at 815 feet. 
Frederick Oil Co.’s No. 1 fee, shut om 
at 1,550 feet. Ford and others’ No. 

| Hardin, shut down at 1,560 feet. Gamble 
and others’ No. 1 Hardin, shut down 
at 1,620 feet. Goodloe Kennedy’s No. 1 
Welch, drilling at 1,615 feet. Green- 
less’ and others’ No. 1 Styles, shut down 
at 1,550 feet. Gulf Production Co.’s 
No. 5 Gilchrist, shut down at 1,560 feet; , 
No. 1 Hardin, drilling at 1550 ‘feet ; No. 
2 Derden, shut down at 1,660 feet; No. 1 
Musgraves, shut down at 1,610 feet. 
Green and others’ No. 1 Morrison, shut 
down at 1,570 feet. Gulf Production 
Co.’s No. 2 Musgraves, drilling at 1,010 
feet; No. 3 Taylor, shut down at 1,6: 
feet’ Humble Oil & Refining Co.’s No. 1 
Myers, drilling at 2,110 feet; No. 1 Max- 
well, REE at 1, 760 feet. ‘Hummer Oil 
Co.’s No. 1 Hardin, shut down at 1,620 
feet. Haile and others’ No. 1 Knott, shut 
down at 1,630 feet. Hunter and others’ 
No. 1 Mitchell, shut down at 1,640 feet; 
No. 1 Hines, oes at 1,775 feet. Ham- 
mond Ray Oil Co.’s No. 1 Chenault, shut 
down at wr: feet. Imperial Petroleum 
Co.’s No. 1 Griffin, shut down at 1,550 
feet; No. 1 Skaggs, shut down at 1,630 
feet. Jamison and others’ No. 1 Sides, 
shut down at 1,700 feet. Jamison Bros.’ 
No. 1 Newby, drilling at 1,530 feet. John- 
son and others’ No. 1 Vancleve, ha gy | 
at 1,650 feet. Kelley and others’ 

Ross, shut down at 1,625 feet. Kimmei 
& Dillard’s No. 2 Mill & Elevator, drill- 
ing at 1,010 feet. Liberty Oil Co.’s No. 
1 Westheimer, shut down at 1,500° feet. 
Lawton Oil Co.’s No. 1 Vancleve, shut 
down at 1,650 feet; No. Vancleve, 
drilling at 1,620 feet. La Rue Oil Co.’s 
No. Hardin, shut down at 1,530 feet. 
Ligon, Blair '& Rowe’s No. 2 Wilson, 
shut down at 1,210 feet. 





Lucky 5 Oii 
Co.’s No. 1 Van Cleve, drilling at 810 
feet. Middle Buster Oil Co.’s No. 1 Stam- 
ford, drilling at 1,620 feet. McCann and 
others’ No. 1 Sonsvert?, Bos down at 
1,615 feet; No. Hunt by, shut 
down at 1,560 mw, No. 1 Mie uire, shut 
down at 1,630 feet ; No. 1 Calthrope, 
drilling at 1,510 feet. Mann-Nabor Oil 
Co.’s No. 1 Bills, shut down at 1,660 
feet. Mann-Hood Oil Co.’s No. 1 Folk, 
shut down at 1,630 feet. Mason Big 
Three’s No. 1 Sullivan, shut down at 
1,520 feet. Mayflower Oil Co.’s No. 1 
Weaver, shut down at 1,670 feet. Mag- 
nolia Petroleum Co.’s No. 5 Fowler, shut 
down at 1,700 feet; No. 6 Fowler, shut” 
down at 1,610 feet; No. : Fowler, shut 
down at 1,665 feet; No. 1 M. K. & 4 
shut down at 1,535 "feet ; No. 2 M. 
T., drilling at 1,465 feet; No. 3 M. EK é 
T., drilling at 1,570 feet ; No. 1 ware- 
me shut down at 1,635 feet. 

Maer, Silk and others’ No. 1 Morrison, 
Minchew Oil 





shut down at 1,520 feet. 


Fad No. 1 Cook, shut down at 1, 
| feet. McWorth Oil Co.’s No. G 


| win, shut down at 1,645 feet. Mas Oil 
Co.’s No. 1 Hardin, drilling at 1,255 feet. 
Marine Oil Co.’s No. 1 Vancleve, shut 
down at 1,685 feet. Mid-Texas Oil Co.’s 
No. 3 Donahoo, shut down at 200 feet. 
Newman and others’ No. 1 Bishop, shut 
down at 1,545 feet. Nacona Mann Oil 
Co.’s No. 1 Scott, shut down at 1,550 
feet. Nacona-Burk Oil Co.’s No. 1 Har- 
ris, shut down at 1,620 feet. Overbey’s 
No. 1 Smith, shut down at 1,610 feet. 
Over the Top’s No. 1 McKinney, omg | 
at 1,620 feet. O’Neil Oil Co.’s 
Hardin, shut down at 1, feet. Peo- 
ples Oil Co.’s No. 1 Jones, shut down at 
1,710 feet; No. 1 Johnson, oiling 
1,120 feet. Panhandle Oil Co.’s No, 1 
Pickle, drilling at 1,640 feet. Panhandle 
Drilling Co.’s No. 1 Gilchrist, shut down 
at 1,600 feet. Panhandle Refining Co.’s 
No. 5 Williamson, shut down at 1,664 
feet. Panhandle Oil Co.’s No, 6 Wil- 
feet. _- 


liamson, drilling at i 
view Oil Co.’s No. 1 Scott, ment Go's 
1,640 feet. Panther Development Co.’ 
No. 1 Stone, drilling at 1,5) 

liable Oil Co.’s No. 1 Van Chere, st 
down at 1,635 feet. Russell and 

No. 1 and th shut, down at ee fect 
taley and others 0. shut 
down at 1,625 feet. | Oil 
Co.’s No. 1 Wilso 
feet. Sunbeam Oil 
shut down at 1,315 ran” Sisley 
ers’ No. 2 Fowler, shat down 







feet; No. 2 Davis, shut down at 1,665 
feet; No. 4 Davis, shut down at 1.645 
feet; No. 6 Davis, drilling at 1,370 feet; 


No. ‘1 Parrish. drilling at e 115 feet; No. 
Parrish, drilling at 1,665 A. h No. 
Hodge, shut down at 1,650 fee 
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BRIDGEPORT RENTAL TOOL SERVICE 


Service and Quality is our first consideration. We acknowledge no superiors. Our rental tool service has been established 
on a most thorough, practical experience and we know how to properly supply your wants and needs. 


We are Exclusive Manufacturers and Distributors of THE SWAN PATENTED UNDER-REAMER 
PHONE OR WIRE US DAY OR NIGHT 
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A Few of the Tools We 
Have in Rental Service 


Under Reamers and fishing tools our specialty 






















BRIDGEPORT MACHINE CO. 


Menufacturers of and Dealers in Oil and Gas Well Drilling and Fishing Tools 
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Spencer Oil Co.’s No. 1 Duke, drilling 
at 1,615 feet; No. 1 Van Cleve, drilling 
at 1,450 feet. Staley Mashburn Oil Co.’s 
No. 1 Van Cleve, shut down at 1,555 
feet. Sams O11 Co.’s No. 1 Suter, shut 
down at 1,610 feet. Staley and others’ 
No. 1 Hardin, shut down at 1,600 feet. 
Cicero Smith’s No. 1 fee, shut down, at 
1,545 feet. Sun Oil Co.’s No. 1 Hardin, 
shut down at 1,630 feet. Sibley and oth- 
ers’ No. 1 Hardin, drilling at 1,560 feet. 
Thrift Oil Co.’s No. 1 Robey, drilling at | 2 
1,640 feet. Thomas’ No. 1 M. F. Co.,| Electra : P 
shut down at 1.600 feet. Two Wells| There were five completions in the 
Co.’s No. 1 Berney, drilling at 1,540 feet. | Electra field the past week, three small 
Van Cleve Oil Go.’s No. 2 Van Cleve, | producers and two dry holes. The con- 
drilling at 1,640 feet; No. 3 Van Cleve,| tinued excitement in the Burkburnett 
drilling at 1.410 feet. Vann Oil Cas | field has worked a serious handicap to 
No. 1 Keuhn, shut down at 1,540 feet.| “lectra, and new locations are rare in 
West Texas Oil Co.’s No. 1 Vann, shut| this old pool. Production remains prac- 
down at 1,620 feet. Weona Oil Co.'s! tically at a level. Occasionally a new 
No. 8 M. K. & T., drilling at 310 feet; | producer is brought in which makes up 
No. 4 M. K. & T., shut down at 1,560 | for, the decreased showing of the old 
feet; No. 6 M. K. & T., drilling at 1,440) wells. : Ae 
feet. Wheeler and others’ No. Van| , Kem-Ferris Oil Co.’s No. 3 W. & T., 
Cleve, drilling at 1,420 feet. Walis-|showing 25 bbls. at 970 feet. 

Mantz Oil Co.’s No. 1 McGee, shut down| The Texas Co.’s No. 100 Waggoner, 
at 1,515 feet. West Side Qil Co.’s No. 1| making 30 bbls. at 1,915 feet. 

Hunt Rigsby, shut down at 1,615 feet.|. The Texas Co.’s No. 2 Morriott, show- 
Weodrow Lee Oil Co.’s No. 1 Hardin, | ing 60 bbls. at 1,545 feet. : 
drilling at 1,315 feet. Wichita Oil &| , Plymouth Oil Co.’s No. 1 Jennings, 
Gas Co.’s No. 1 Hardin, shut down .at| dry, and abandoned at 2,005 feet. 

1,645 feet. Woods and others’ No. 1; Granite Oil Co.’s No. 5 Fisher, dry 
Hardin, drilling at 1,420 feet. Apex Oil |and abandoned at 350 feet. 

Co.’s No. 1 Denton, drilling at 810 feet. Wildeat Tests 

Adams Oil Co.’s No. 1 Van Cleve, drill-| Comanche County—Tex-Penn Oil Co.’s 
ing at 1,615 feet. Amalgamated Oil Co.’s| No. 1 Noel Payne, drilling in gray lime 
No. 1 Garner, drilling at 1,650 feet. Big| at 2,655 feet; No. 1 Snodgrass, drilling 


Big Ben Oil Co.’s No. 1 Atterby, shut 
down at 1,515 feet. Block 7 Oil Co.’s 
No. 1 McCracken, shut down at 1,500 
feet. Burk Star Oil Co.’s No. 1 Lohoef- 
ner, shut down at 1,525 feet. Bear Cat 
Oil Co.’s No. 1 Scott, shut down at 1,560 
feet. Burk Mann Oil Co.’s No. 1 Hardin, 
shut down at 1,560 feet. Burk Dome’s 
No. 1 Taylor, drilling at 1,670 feet. Big 
Flow Oil Co.’s No. 1 Musick, drilling at 
1,640 feet. Burnett Petroleum Co.’s No. 
|/1 Van Cleve, drilling at 915 feet. 





Burk No. 2’s No. 1 Hardin, drilling at|in light shale at 1,750 feet. . Har- 
1,000 feet. Big Nine Oil Co.’s No. 1|vey’s No. 1 Braswell, drilling in black 
Readie, drilling at 1,415 feet. Burk-|slate at 2,360 feet. Sabano Oil Co.’s No 
Hart Oil Co.’s No. 1 Moyter, shut down/1 Hulsey, drilling at 2,000 feet. Humble 


at 1,620 feet. Brundage Hancock No.| Oil & Refining Co.’s No. 1 Goss, drilling 


1’s No. 1 Hardin, shut down at 1,620/in black lime at 2,800 feet. Magnolia 
feet. Brundage Hancock No. 2’s No. 1/ Petroleum Co.’s No. 1 Woodward, drilling 
Hardin, drilling at 1,415 feet. Burk lin light slate at 1,400 feet. Crescent Oil 


Waco Oil Co.’s No. 1 Van Cleve, drilling | Co.’s No. 1 Pearson, shut down at 2,680 
at 1,480 feet. Bishop Evans’ No. 1 Med-| feet. Thomas & Ludlow’s No. 1 Ludkie, 
lock, drilling at 1,600 feet. Boyd and|shut down at 1,600 feet. J. L. Hender- 
others’ No. 1 Dodson, shut down at 300/son and others’ No. 1 Bender, drilling in 
feet. Burk Southern Oil Co.’s No. 1|hard, white lime at 660 feet. Crawford 
Lohoefner, shut down at 1.530 feet. Big| and others’ No. 1 Tate, shut down for 
Seven’s No. 1 Crosby, drilling at 1,570/| fuel at 930 feet. Tippet and others’. No. 
feet. Bank Oil Co.’s No. 1 Bruce, shut} 1 Armstrong, drilling in dark slate at 750 
down at 1,600 feet. Block 6 O11 Co.’s|feet. Leon Valley Oil Co.’s No. 1 
No. 1 Cropper, drilling at 1,110 feet.| Haynes, shut down at 2,580 feet. Co- 
Burk Home Oil Co.’s No. 1 Scott, shut|manche Oil Association’s No. 1 Sturkie, 
down at 1,610 feet. Big Hit Oil Co.’s|dr-lling at 140 feet. 

No. 1 Phillips, shut down at 1,600 feet.| Coleman County—Gladys Belle Oil Co.’s 
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That ghostly shape that dogs your footsteps until you don’t know which way to turn! 
The pressing question of today is put off, your plans for next week can’t be started, 
because of this awful uncertainty—this shadow that blocks the way. 
But the shadow of doubt will disappear in the light of knowledge. 
the spark that will kindle this light. 

As a successful oil man you must have a knowledge of conditions to enable you to make 
intelligent decisions quickly. You must know the market and be familiar with all domi- 
nating influences. Such knowledge is power in today’s sphere of busi: ess. 

Irrespective of how close you m-y be to the various sources of current oil news, don’t fail to 
read the Johnson Monthly Market Letter—a digest of facts, figures and current events. A 
request,on_ your business stationery will bring this letter to you monthly without obligation. 


Johnson Oil Refining Company 
CHICAGO HEIGHTs, ILLINOIS 


**Keep Posted’ is, 


Detroit, Mich. 
Chicago, IlL 


Pittsburgh, Pa. 
Tulsa, Okla. 














No. 1 Garrett, drilling at 1,125 feet. 
Mitchell and others’ No. 3 Gray ranch, 
shut down at 740 feet. Sun Co.’s No. 1 
Thate, plugged at 2,625 feet. Skelley- 
Sankey’s No. 1 at ty shut down at 2,570 
feet. Robertson & Son’s No. 8 Pittman, 
drilling at 400 feet. Simclair Gulf Oil 
Co.’s No. 1 Neff, drilling at 2,155 feet. 
Mutual Petroleum Co.’s No. 3 Babbing- 
ton, shut down at 1,360 feet. Snyder Oil 
Co.’s No. 1 Jones, drilling at 2, feet. 
Slick Oil Co.’s No. 1 Harris, shut down 
at 2,750 feet. Empire Gas & Fuel Co.’s 
No. 1 Neff, fishing at 2,650 feet. System 
Oil Co’s No. 1 Miller, drilling at 2,050 
feet. Thomas and others’ No. 1 Dibrell, 
fishing for tools at 2,020 feet. Seamans 
Oil Co.’s No. 1 Parker, shut down for 
fuel at 430 feet. Teatsworth & Dodwell’s 
No. 1 Chandler, shut down at 1,480 feet. 

Brown County—Pippin Oil Co.’s No. 
1 Andrews, drilling at 1,870 feet. Sin- 
clear Gulf Oil Co.’s*No. 1 Gaines, drill- 
ing at 1,650 feet. Partridge Oil Co.’s No. 
1 Weedon, drilling at 1,360 feet. Beard 
and others’ No. 1 Cross, drilling at 1,020 
feet. Liberty Oil Co.’s No. 1 Ford, shut 
down at 860 feet. McJunkin and others’ 
No. 1 Sewell, shut down at 1,700 feet. 
Bartles and others’ No. 1 Baugh, shut 
down at 2, feet. Richardson Oil. Co.’s 
No. 1 Smith, shut down at 1,150 feet. 
Texas Eastern Oil Co.’s No. 2 Capps, 
drilling at 1,465 feet. Texas-Okla. Oil & 
Refining Co.’s No. 1 Hall, shut down at 
1,250 feet. Empire Gas & Fuel Co.’s. No. 
1 Fuller, drilling at 2,900 feet. 

Mills County—Columbia Oil & Gas 
Co.’s No. 1 Cryer, drilling at 190 feet. 
Fidelity Oil Co.’s No. 1 Young, shut 
down at 1,100 feet. Atlantic Oil Co.’s 
No. 1 Nowell, drilling at 2,330 feet. 
Clarion Oil Co.’s No. 1 Weston, shut 
down at 1,760 feet. Dumecke and others’ 
No. 1 Huffstetter, shut down at 195 feet. 
Venture Oil Co.’s No. 1 Harrison and 
others, drilling at 1,610 feet. Forster 
and others’ No. 1 Tyson, shut down at 
750 feet. 

McCulloch County—Day and Cosden 
Oil Co.’s No. 1 Haliett, shut down at 740 
feet. Texas Eastern Oil Co.’s No. 1 Sell- 
man shut down for casing at 960 feet. 
G!obe Oil Co.’s No. 1 Cox, shut down at 
400 feet. Prairie Oil & Gas Co.’s No. 1 
Zelle, shut down at 400 feet. Cooper 
and others’ No. 1 Shelton, shut down at 
280 feet. Eiser and others’ No. 1 Croth- 
ers, drilling at 270 feet. 

Runnells County—Runnels County Oil 
Co.’s No. 1 Pfluger, shut down at 1,510 
feet. Gulf Production Co.’s No. 1 Rus- 
sell, has decided to drill to a greater 
depth—3,488 feet. 

Yrath County—Phoenix Oil Co.’s No. 
1 Clayton, drilling at 790 feet. Frank- 
lin Oil Co.’s No. 1 Jarvis, shut down at 
220 feet. Burt & Griffith and others’ 
No. 1 Davis, shut down at 2,955 feet; 
No. 1 Roberts, drilling at 200 fet; No. 1 
Randolph, shut down at 1,450 fet; No. 
1 Laney, drilling at 2,000 feet; No. 1 
Faut, drilling at 2,400 feet. McJunkin 
and others’ No. 1 Cook, shut down at 
|3,250 feet. Robinson and others, drilling 
lat 310 feet. McLester & Levy, shut 
down at 2,450 feet. 

{ Callahan County—Henderson’s No. 1 
!Childs, shut down at 1,140 feet. Lewis 
| Litzenger’s No. 1 Albin, drilling at 480 
\feet. Richmond Levering Co.’s No. 1 
|Hart, drilling at 1,289 feet. Lewis and 
others’ No. 1 Cordwent, shut down at 400 
|feet. Ranger Andrews’ No. 1 Odom, shut 
‘down at 200 feet. Harvey and others’ 
| No. 1 Cathey, shut down at 3,680 feet. 

| Coke County—Robert Lee Oil Co.’s 
| No. 1 Stroud, drilling at 1,760 feet. Skin- 
| ner and others’ No. 1 McCabe, shut down 
'at 500 feet. Tucker Oil Co.’s No. 
Harris, shut down at 1,200 feet. 

|_ Palo Pinto County—The Texas Co.’s 
|No. 1 McDonald, drilling at 4,156 feet. 
| Sinclair Gulf Co,.’s No. 1 Abrams, under- 
reaming at 1,320 feet; No. 2 Holt, drill- 
ing at 3,500 feet. Roxana Petroleum 
Co.’s No. 1 Dye, shut down fishing for 
tools at 3,935 feet; No. 1 Seaman, drill- 
ing at 2,320 feet. Edrington and others’ 
No. 1 Dalton, shut down at 1.620 feet. 
Slim Werner’s No. 1 Pennington, shut 





down at 4,025 feet. Whitesides and 
others’ No. 1 Lane, underreaming at 
1,450 feet. Burkett and others’ No. 1 


Wilson, drilling at 4400 feet. Heard 
and others’ No. 1 Costello, fishing for bit 
at 950 feet. Prairie Oil & Gus Co.’s No. 
1 Roger, full of water at 3.695 feet; No. 
1 Strawn, drilling at 2,610 feet. Texas 
& Pacific Coal & Oil Co.’s No. 12 Boles, 
shut down for crew at feet. Owen 
& Wilson’s No. 1 Lynch, shut down at 
2,275 feet; No. 1 Whatley, drilling at the 
top of gas sand at 1, feet. 

Jack County—Lowe and others’ No. 1 
Hamilton, drilling at 3.240 feet. Cosden’s 
No. 1 Cherryholmes, drilling at 1.510 feet. 
Rosser & en’s No. 1 Cherryholm 
shut down at 1,500 feet. Delriest an 








others’ No. 1 Myers, fishing for bit at 
630 feet. Great Plains Oil Co.’s No. 1 
Green, drilling at 1,720 feet. Felt and 


aw ga No. 1 Younger, shut down at 860 
ee 
Young County—Roxana Petroleum 


Co.’s No. 1 Goods, fishing for tools at 
4,025 feet; No. 1 State lands, shut down 
at 800 feet.. Empire Oil & Gas Co.’s No. 
1 Lisle, set new plug at 2,405 feet. The 
Texas Co.’s No. 1 Graham, shut down at 
2,882 feet; No. 1 Arnold, connecting 
boiler at 3,567 feet; No. 1 Wiley Blair, 
shut down for boiler at 1,505 feet. 
Throckmorton County —Sinclair Oil 
Co.’s No. 1 Wilkerson, slight show of gas 
at 940 feet. Hoggy Oil Co.’s No. 1 
Castle, shut down at 350 feet. Sun Co.’s 
No. 1 Reynolds, shut down at 1,220 feet 


Qf Personal Interest 


E. H. DeVore, geologist, has returned 
from a 10-days’ trip to Midland, Tex. 
While there he made surveys of several 
biocks of wildcat acreage. 

A. L. Beekley, of Tulsa, geologist for 
the Cosden O.1 & Gas Co., was a Fort 
Worth visitor the first of the week. 

Carl Hewitt, of Greely, Colo., oil op- 
erator and lease broker, has returned 
from a 10-days’ tour of the West Texas 
fields. He will return to Colerado, dis- 
pose of his interests in that State, make 
the trip to Fort Worth by automobile 
and will make this city his future home. 

Col. Jack W. Russell, of Kansas City, 
Mo., is in the city on his first trip to the 
— He will spend about two weeks 
ere. 

J. W. Brown and P. J. Hurley, of 
Mount Pleasant, lowa, owners of val- 
uable leases in the south section of the 
field, are in the city for a short stay or 
until the roads become fit for automobile 
travel, when they will make a personal 
inspection of their holdings. 

Houser & Mowrey, of El Dorado, Kan., 
one of the leading rig-building firms in 
the Mid-Continent field, have opened 
Texas offices in Fort Worth at 517 Main 
street, and from this point will direct 
tneir field operations, 

N. M. Rice, Kvan Richards, J. N. 
Galbraith and Clay Arthur Pierce, offi- 
cers of the Pierce Oil Corporation, were 
in Fort Worth the first of the week on 
an inspection tour of the company’s refin- 
eries and other holdings. W. F. Farrell, 
in charge of the company’s interests in 
St. Louis, accompanied the party on the 
trip. 

James Quigley and W. R. Page, of 
Olean, N. Y., are in the city for a few 
days. Before returning to their home 
they will make a trip through the south 
section of the field, for the purpose of se- 
curing acreage. 

Wiley Martin, field superintendent for 
the Sinclair Oil & Gas Co., has had a 
very severe attack of the influenza, but is 
now recovering. He was taken sick at 
Brownwood while on a business trip to 
that city. 

John D. Cameron, of New York, is in 
the city on a business trip. Mr. Camer- 
on is one of the old-timers in the game, 
having operated in the Gulf Coast field 
at its inception, also in the Wyoming 
fields. He has acquired acreage in the 
Northwest Texas field. 

Daily Production, Week Ending January 25 
BURKBURNETT 


Magnolia Petroleum Co. ..... 655 
Gulf Production Co. ........ 1,460 
Humble Cil & Refining Co. ... 3,125 
Panhandle Refining Co. ..... 1,830 
Te. Temes CO, casesccccccece 960 
Miscellaneous .........+..+-6+ 34,800 44,830 
ELECTRA 
Magnolia Petroleum Co. ..... 4,510 
The Texas CoO: : .cocvecscccoss .100 
Gulf Production Co. ......... 860 
Panhandle Refining Co. 230 
Miscellaneous ......-+ee+se0% 1,220 11,920 


IOWA PARK, HOLLIDAY AND PETROLIA 





The Texas Co. (Petrolia)..... 260 
Gulf Prod. Co. (Petroiia).... 1 
Panther Ref. Co. (Holliday).. 160 
Miscellaneous: Iowa Park, 60 
Holliday, 15; Petrolia, 400.. 475 905 
EASTLAND COUNTY 
. eS eee eee eee 100 
Texas & Pac. Coal & Oil Co..15,720 
Prairie Oil & Gas Co......... 10,13 
Magnolia Petroleum Co. ..... 5,160 
Gulf Production Co. ......... 4,900 
The Texas CO,. cvceccccccccce 500 
Miscellaneous ...........s0+8. 7,650 44,140 
STEPHENS COUNTY 
Je eer i Se are 150 
Gulf Production Co. ......... 1,650 
Wee Temes GR “Seclee ds cocsse 2,610 
Texas & Pacific Coal & Oil Co. 735 
Mid-Kansas Oil Co. ........-+ 620 
Miscellaneous ...........s0e+. 250 5,815 
WILDCATS 
Texas & Pac. Coal & Oil Co. 330 
Magnolia Petroleum Co. 
(Shackelford Co.) ......+++.. 10 
Magnolia Petroleum Co. (Cole- 
man County ......eseeeeres 10 
The Texas Co. (Shackelford) 110 
Miscellaneous: Shackelford 
County, 10; Coleman Ceunty, 
110; Brown County, 6650; 
Comanche County, 3,300.... 4,070 4,530 
Total, all fields ........... 112,140 
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Farrar & Trefts Portable Boiler 





There is none BETTER, the Finished Product of fifty-four years 
of experience. Only the best material used in their manufacture. 


Each Boiler is thoroughly tested at 150 lbs. under its own steam, 
in addition to the ordinary cold water hydrostatic test. They are 
SAFE, STRONG and DURABLE. Easy firing, noted every- 
where for their free steaming qualities. 





When you want full rated HORSE POWER—SERVICE— 
ECONOMY, use an F. & T. Portable Boiler. 








We Manufacture “WESTCO” GAS ENGINES 








We are sole agents Mid-Continent and Southwestern Districts for: 


FARRAR & TREFTS’ PORTABLE BOILERS 
“WESTROPE SPECIAL” WIRE ROPE 
“WESTROPE” PURE MANILA CABLES and BULL ROPES 
“WESTCO” RUBBER BELTING 
“WESTCO” DRILLING TOOLS 


Now under construction large and completely equipped machine shop for manufacturing 
“WESTCO” Products, Joint Turning and General Repair Work. 


Prompt and efficient service guaranteed—give us a call 


WESTERN ROPE & MANUFACTURING COMPANY 
General offices, 501-505 Mayo Building, Tulsa, Okla. 


Branch office, 420 North Texas Bldg, Dallas, Tex. Branches, Ranger, Tex., and Coffeyville, Kan. 
Machine shop and warehouse, N. Wheeling Street and Frisco Tracks, Tulsa, Okla. 
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Barnsdall Well May 
Open Pool Near Cisco 


Fort Wortu, Tex., Jan. 28.—What 
may be the forerunner of a new pool, 
, was the complet on by the Barnsdall Oi! 
Co. of its No. 1 Brown, depth 2,927 feet. 
This test is located seven miles south- 
west of Cisco, in Eastland County, and 
the nearest production is about 11 miles. 
The pay sand was reached at a depth of 
2,905 feet and the log shows the thickness 
to be 22 feet. The initial production is 
approximately 25 bbls. daily with a small 
gas flow. As the result of the new dis- 
covery prices of acreage have gone sky- 
ward in the immediate vicinity of the 
test. 





Latest. From the Duke Pool 

Magnolia Petroleum Co.’s No. 1 Duke 
(discovery well), 200 bbls. daily. 

Magnolia Petroleum Co.’s No. 2 Duke, 
1,000 bbls. daily. ; 

Benedum & Kirkland’s No. 1 Knowles, 
2,000 bbls. daily. 

Skelley & Sankey’s No. 1 Hogg, 100 
bbls. daily with some gas. 

Magnolia Petroleum Co.’s No. 1 Davis, 
two and one-half miles north of the Duke 
No. 1 is drilling at approximately 2.950) 
feet in shale with no showing of either 
oil or gas. 

What several other tests in the vicinity | 
of the Duke pool are doing is largely a | 
matter of conjecture, as no reliable re- 
ports can be obtained. On account of 
the recent rains the roads are almost im-| 
passable, and there is no telephone com- | 
muuication to the field. | 

The following is a list of completed or | 
near completed tests within ‘a radius of 
three miles of the Duke No. 1 well. The 
value of each of these wells should be 
determined inside of the next 10 days, 
unless the owners have something to 
“cover up” and the drilling is purposely 
delayed: 

Crescent Oil Co.’s No. 1 Pearson, shut | 
down at 2,680 feet; litigation. Gates| 
Oil Ca.’s No. 1 M. Hilley, under- 
reaming at 2,920 feet. Tex-Penn Oil 
Co.’s No. 1 Payne, 2,650 feet, pulling 
large casing, no showing; No. Snod- | 
grass, drilling at 2,650 feet, no showing. | 
Leon Valley Oil Co.’s No. 1 Haynes, 








2,690 feet, no showing, reported moving | 


back boiler to drill in. ; : 
C. F. Leffler, Assistant Oil Commis- 
sioner of -the Fort Worth Chamber of 
Commerce, has been appointed Oil Com- 
missioner by the board of directors, suc- 
ceeding Col. W. E. Hawley, who vs ose 
to accept the presidency of the Petroleum 
Club. Commissioner Leffler formerly re- 
sided in Fort Worth, but at the begin- 
ning of the late unpleasantness he went 
to the first officers tgnining school at 
Leon Springs, was given a li 
and since that time has been an_ officer 
in the Thirty-fifth Infantry. D. 
Turner will be his assistant. D.F. D. 





RANGER MUD AND EMBARGO 





Fort WortH, Tex., Jan. 28.—Deep 
mud in Ranger is interfering with the 
movement of freight by the Texas & 
Pac‘fic. Teams and drivers are unable 
often to reach the spotted cars or the 
platforms. Strenuous efforts are being 
made by T. & P. officials to straighten 
out the traffic tangle at Ranger and to 
lift the embargo us soon as possible. At 
present, F. I. Bolte, former trainmaster 
on the Rio Grande division, is stationed 
at Ranger with nothing to do but handle 
the traffic from Fort Worth. He also has 
charge of the embargo, saying what can 
be shipped to Ranger, and how much, and 
when. He is only lett'ng foodstuffs and 
a few necessary supplies come through at 
present. 





ORGANIZING OIL WORKERS 





‘ort WortH, Tex., Jan. 27.—Oil Field 
& Refinery Workers will hold_an open 
meet'ng at Butchers’ Hall, 221 West Ex- 
change Avenue, Thursday night. ‘This is 
the open'ng meeting ,of a campaign of 
organ’zation whieh is to be extended 
throughout .the : Mid-Continent fields by 
the International Associat‘on of Oil Field, 
jas Well and Refinery Workers of Amer- 
‘ca. President R. EB. Evans, of the un‘or 
left Saturday night for. Houston and will 
v's't the local nniens in the South ‘Texas 
fields, returning to pradyuarters in about 
a week. Organizer A. T. Gunn arrived 
Saturday from Goose Creek and will 
leave today for the Ranger fields, where 
he will be in charge of the work of the 
International Association. 


eutenancy, | 





BLUE PRINTING 


230 West Institute Place, 





Write for our sample book 


We make a specialty of 


meet your requirements. 





The C. F. Pease Company 


DRAFTING ROOM SUPPLIES 





We carry acomplete line of Drafting Room Supplies 
Drafting Room Furniture, Drawing Materials and 
Field Supplies. 


ing and Profile Papers and Cloths. 
borders, etc. on sheets of tracing paper or cloth cut to 


If you have not received your copy of the latest edition 


ot the Pease Blue Book ask for Catalog ““B.” 


MACHINERY and 


Chicago, Illinois 





of Drawing, Detail, Trac- 


printing appropriate titles, 














RIG WELL IS OPENED 


Houston, Tex., Jan. 26.—The Texas 
Co. partially opened No. 2 on the Ar- 
jnold 75 acres at West Columbia today 
and it flowed at the rate of 16,000 bbls. 
per day. 


BAD ROADS DELAY WORK 


Houston, Tex., Jan. 25.—Not in five 
years has there been such excessive rains 
in South Texas as has been the case this 
winter, with the result that work is _be- 
ing retarded in the Coastal pools. The 
roads are impassable in many cases and 
in the pools much difficulty is experienced 
in getting material from the warehouses 
to the drilling wells. It will take at 
least two weeks of warm weather to dry 
the roads when something like normal 
conditions will be restored. No big wells 
were brought in in any of the pools dur- 
ing the week. A rush to get down holes 
in the vicinity of the big wells of The 
Texas Co. and of the Humble Oil & Re- 
tining Co. at West Columbia is on. The 
Texas Pipe Line Co. is taking oil from 
the pool through a 6-inch line to Damun 
Mound. The estimated daily average 
production of the pools shows a decrease 
of 4,742 bbls. for the week. 

In the Goose Creek pool the Humble 
Oil & Refining Co. finished No. 14 Gal- 
liard at 3,150 feet and it is flowing 800 
bbls by heads. Strainer is being reset 
in No. 38 Galliard 25 acres at 3,380 feet, 
after deepening from 3,000 feet. No. 8 
Tabb has been abandoned. The Gulf Pro- 
duction Co. is bailing No. 7 Ashabel 
Smith at 2,500 feet and the Crown Oil 
& Refining Co. is testing No. 5 Gillette at 
8,550 feet. This is a hole that has been 
drilled deeper from 3,300 feet. 

The Texas Co. got a nice well in No. 
23 Koehler in the Humble pool. It is 
flowing 500 bbls. from 3,170 feet. Screen 
is being set in No. 21 on the same lease 
for a test. The company has No. 130 
Mason on the jack at 900 feet and is put- 
ting No. 22 Carroll on the beam. he 
Lone Star Oil Co. is bailing No. 12 Ros- 
enthal at 615 feet and the Crown Oil & 
Refining Co. has abandoned No. 41 Her- 
mann at 1,000 feet. 

In the Sour Lake pool, The Texas Co.’s 
No. 229 fee, a worked over hole, is 
powers 15 bbls. at 1,820 feet. The 

un Co. is bailing No. 41 Geiscke at 
2,475 feet and the Paraffine Oil Co. is 
resetting screen in No. 5 Bashara at 
2,390 feet. The Minor Oil Co. has a 10- 
bbl. producer in No. 8 C. Y. T. and the 
Lake Graham Oil Co. a salt water well 
'in No. 15 Bashara at 2,495 feet. The 
| Yount-Lee Oil Co. has abandoned No. 
2 Lynn. 

No wells were completed in either the 
Batson or Saratoga pools. The Texamer 
O.1 Co. is pulling back from 1,200 feet 
to 1,100 feet in No. 3 Alvery at Saratoga 
| for another test. In the Spindletop pool 
| the Stella Oil Co. has a small pumper in 
| No. 5 Heywood at 900 feet. W. D. Rest’s 
| No. 2 fee was a salt water well at 850 
feet and the Unity Oil Co. is bailing No. 
|74 McF addin at 890 feet. The Texas Co. 
|has shut in its gasser in No. 1 Gray in 
the Markham pool, which blew out at 
2,965 feet last week. 

It has been a week of disappointments 
in the South Louisiana pools. No. 30 
| Vincent of the Gulf Refining Co. in the 
| Vinton pool developed salt water at 
2,570 feet and the Rescue Oil Co. aban- 
| doned:two holes in the same pool. These 
‘were No. 4 Gray at 2,180 feet and No. 
5 Gray at 2,170 feet. 

Emmerson & Sutton are deepening -No. 
1 Pelican in the Edgerly pool from 3,020 
feet, where it was tested and showed salt 
water. The Gulf Refining Co. is setting | 
screen in No. 28 a. enn for a test 
around 3,040 feet. The Victory Oil Co.’s 
No. 10 Lilliard is pumping 10 bbls. 
| The Gulf Production Co. has a 10-bbl. 
well in No. 3 Williams, in the Somerset 
pool, near San Antonio, at 1,350 feet. 
West Columbia Pool 
| The Texas Pipe Line Co. is running 
about 9,000 bbls. a day through its new | 
6-inch line to Damon Mound, where it, 
has 500,000 bbls. of empty earthen 
storage.. The average of the | is 
‘9,190 bbls. per day for the week from 
five wells. o. 2 Arnold of The Texas 
Co. is still choked down to an average 
of 5,000 bbls. The Humble Oil & Refin- 
ing Co.’s No. 1 Gerard is allowed to aver- 

38,000 bbls. and Japhet and others’ 

















o 8 H 8.000 bbls. Their No. 1 
Cohns and Hanicker and others No. 1 
Phillips average 190 bbls. combined. The: 








Gulf Coast Oil Operations 


By P. L. McGREAL 


as the device invented 
by C. N. Scott, manager of the produc- 
tion department of The Texas Co., is 
now called, is holding in a very satisfac- 
tory manner in keeping No. 2 Arnold 
from sanding. It is reported that The 
Texas Co., to whom Mr. Scott assigned 
his patent rights, will rmit free use 
of the new strainer. t has certainly 
demonstrated its value in the well on the 
Arnold tract and even the most skeptical 
of the operators and field managers are 
now acknowledging its worth. As has 
been described in previous reviews, the 
device consists of two strainers of dif- 
ferent dimensions, the smaller size set 
inside of the larger size. The interven- 
ing space is filled- with pulverized carbor- 
undum.~ If the fine sand under great 
pressure should cut away the outer screen, 
the carborundum prevents it from reach- 
ing and cutting the mesh on the inner 
screen. 

Since all the close-in acreage is in the 
hands of the larger interests there is a 
lull in lease trading, but the speculators 
have switched to royalties and trading 
has been active in these. 

Poor Railroad Service 

Governmental red tape is slowly un- 
winding in an effort to improve the move- 
ment of material into.the pool by rail. 
The short line extending from Houston 
to Columbia is operated by the Interna- 
tional & Great Northern Railroad, which 
runs one train a day over the road. Early 
in the week over 150 car loads of material 
were in the yards here consigned to Co- 
lumbia and the railroad was forced to 
place an embargo on shipments to the 
pool. The usual red tape prevented the 
railroad officials from acting quickly, as 
in the old days, but relief is expected 
next week. The officials also promise im- 
proved passenger service as soon as they 
ean clear the maze of tape. At present 
the train from Houston reaches Colum- 
bia about 10 o’clock in the morning and 
leaves on the return trip 25 minues 
later. The oil men are forced to drive 
overland 12 miles and return to Houston 
on another road in the evening. 

It is surprising to note what has been 
accomplished by the operators even under 
these handicaps. Twenty-one rigs are 
now running in the pool, with five rig- 
ging and over 20 locations made. On the 
Hogg tract The Texas Co. is below 700 
feet in No. 15, with No. 16 around 565 
feet and No. 17 drilling at 1,305 feet. 
Derricks are up for Nos. 9 and 12, while 
No. 21 is rigging, with locations for Nos. 
13, 14, 19, and 20. On the Arnold tract 
the company is drilling No. 3, located 
200 feet west from No. 2, below 765 
feet; Nos. 4, 5 and 6 are being rigged to 
start, with a derrick up for No. 7, lo- 
cated 50 feet from the southwest corner 
of the Arnold five-acre homestead. 
cations have also been made for No. 1 
Brown, 2,000 feet southeast from the 
Gerard and also for No. 1 Josephine Wil- 
son and No. 1 L. J. Wilson. 

The Gulf Production Co. has six rigs 
in operation and derricks up for five 
more. No. 1 McMeans, northeast from 
the big wells and 50 feet east from the 
Hanicker and others’ No. 1 — 
pumper, is being tested at 3,025 feet. It 
is an old hole that has been deepened 
and much difficulty was experienced in 
setting strainer. It shows both gas and 
oil. No. 1 Myers is below 1,500 feet and 
No. 1 Hogg is drilling around 950 feet, 
with No. 1 Cummings below 800 feet and 
No. 1 Ayers about the same depth. No 
1 Eilers is around 700 feet. No. 1 Wil- 
liamson is rigging with derricks up for 
No. 2 Byers, No. 1 Weems, No. 1 Under- 
wood and No. 1 Sweeney. 

The Humble Oil & Refining Co. is 
drilling No. 2 Gerard, located 200 feet 
east from No. 1 Gerard, at 1,435 feet. 
No. 1 Pipkin, located on the north end 
of the Hogg sub-division, is bailing at 
3,025 feet. he company is below 1,800 
feet with No. 1 Boyles and below 1,400 
feet with No. 1 Marmion, while No. 1 
Diggs, located th uarters of a mile 
southeast from the Gerard, is drilling 
around 5 feet. Derricks are up for 
Nos. 3 Gerard, 1 Arnold and 1 Perensky. 
with a location for No. 1 Davis. 

The Crown Oil & Refining Co. is mak- 
ing good progress with its two tests just 
east of the Gerard. No. 1 Olchesske is 
below 2,000 feet, being the deepest of the 
new wells started the pool. No. 1 


Scott strainer, 


Marmion one acre is around 1,500 feet. 

The Sun Co. is below 850 feet in No. 1 
McGregor, located about 1,000 feet south- 
west from the Gerard and rigging for No. 
1 Robinson. A over 1 


contention acres 
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Photographs: 








Showing a typical Oil Derrick 
in operation on CENTRAL 
REFINING COMPANY prop- 
erties. 


A view on the famous Jenner— 
40-acre farm—one of the most 
prolific spots in the Illinois oil 
fields. Note that these wells 
are very close together—about 
20 feet apart. Producing from 
three different oil strata. 


At this time the CENTRAL 
REFINING COMPANY is op- 
erating 863 wells connected with 
over 250 miles of permanent 
pipe lines. 








LAWRENCEVILLE-ILLINOIS 
ENS 








Resources— 


THE CENTRAL REFINING COMPANY is one 
of the few American refineries which own outright 
their own natural resources—operating 863 wells in 
the most prolific oil fields in the state of Illinois. 


Every CENTRAL Product is produced from one 
standard grade of Illinois crude—pumped from our 
own wells—transported via our own pipe lines— 
refined in our own plant—marketed by our own 
organization at one minimum cost. 


Here in a word you have the basic reasons for 
CENTRAL'S rapidly growing business. 


Central Refining Company 


Refiners of Gold Medal Petroleum Products 





Lawrenceville, Illinois 








ININE 





























22 


THE OIL AND 


GAS JOURNAL 





Friday, 





Nos. 3 and 4 out of the Melgrade, south- 
west from the Arnold, which are held by 
this company has been adjusted out of 
court. The Gulf Coast Oil Co. is rigging 
for No. 1 Smith. 

The West Columbia Oil Co. (Japhet 
and others) is deepening No. 1 Coons at 
2,535 feet and rigging for No. 4 Hogg, 
with a location for No. 5 Hogg. e 
Great Belt Oil Co. is drilling No. 1 Hogg 
below 2,625 feet and Bashara and others 
are around 2,625 feet with No. 1 Nash. 
The Biue Belle Oil Co., which is being 
organized by W. N. Mapyfield, Jr., a 
Houston newspaper writer, has a_loca- 
tion on the Beatty one and one-half acre 
east of the Gerard and the Houston Oil 
& Refining Co. has a location to the 
south, W. C. Turnbull, who recently 
sold his interest in the Gulf Coast Oil 
Corporation, has eight acres east and 
west of the West Columbia townsite. 


Quiet Week at Hull 

The joint well of the Gulf Production 
Co. and The Texas Co. on the Phillips- 
Morris, out of the Undertone survey. 
near Hull, in Libert 
pinched in to 1,500 bbls. per day. The 
daily average of the pool is placed at 
4,400 bbls. for the week, the balance 
coming from the seven wells of the Re- 
public Production Co. on the Dolbear 
800 acres. The Gulf and Texas com- 
panies are rigging for No. 2 joint well 
on the Phillips-Morris, located about 150 
feet west from No. 1 and the Gulf Pro- 
duction Co. is drilling No. 1 Scarborough, 
out of the International & Great North- 
ern survey, located 150 feet east from 
No. 1 Phillips-Morris at 586 feet. The 
company is below 650 feet with No. 1 
Phoenix, south of the Dolbear and over a 
mile from the flowing well. The Repub- 
lic Production Co. is around 500 feet 
with No. 13 Dolbear, located 150 feet 
south from No. 1 Phillips-Morris and 
No. 1 Scarborough. The Big Four Oil 
Co. is drilling No. 1 Palmer, 700 feet 
west from the Phillips-Morris, at 735 feet. 
The Humble Oil & Refining Co. has loca- 


County, is still|/R 





tions for Nos. 1 and 2 on the Palmer, the 
first being about 150 feet west from the | 
northeast corner of the tract and No. 2} 
about 300 feet west from No. i Palmer. | 
The Crown Oil & Refining Co. has a loca- | 
tion for No. 1 Palmer, but probably will | 
not start for several months. Drilling | 
obligations on acreage on the west side | 
of the hill have been extended six months 


in some instances and it is doubtful if 
any work will be started on that side 
before the expiration of that time. Work 
for the present is being confined to the 
east side of the slope and also on the 
north side. Operators are skeptical about 
getting very far up on the dome on ac- 
count of the salt found on the top of the 
elevation in tests made by the Sun Co 
several years ago. More recent tests on 
the west side of the slope got into sev- 
eral hundred feet of rock and were aban- 
doned in that formation around 1,100 feet. 
Barber’s Hill 

The streams surrounding Barber's 
Hill, in Chambers County are out of 
their banks and this has — pies 
material to the development. o. 1 Rich- 
ardson, of Hamilton, Hindman & Autry, 
is still waiting for a standard rig to put 
it on the beam. It stands with 400 feet 
of oil in the hole at 1,550 feet. The 
United Petroleum Co. is around 1,500 
feet in No. 3 Fisher, while McCallam and 
others are below 1,300 feet with No. 1 
Wilburne. Locations have been made by 
. C. Duff and associates for No. 
Chambers County Agricultural Co. lands 
and by The Texas Co. for No. 1 Old 
River Rice Co. 200 acres. Spokane, 
Wash., parties have a location for No. 1 
on Lot 44 of the Liberty Bell tract. The 
two wells of the United Petroleum Co. on 
the Fisher are still Prmone. 

The Empire Gas & Fuel Co. will aban- 
don its No. 2 on the Jackson, south of 
the town of Dayton, in Liberty County, 
which blew out last week at 1,300 feet 
and made considerable gas and oil. The 
hole had been standing for some time 
and had been worked over in an effort 
to make a pumper out of it. The new 
location is 100 feet south. The blow- 
out is on the west side of a salt dome, 
which the Empire Gas & Fuel Co. has 
been working to define for nearly three 
years. Repeated tests show it to be one 
of the largest known saline domes in the 
Coastal region in area. 

Estimated Daily Average 

The estimated daily average produc- 
tion of the Coastal pools is placed at 
71,453 bbls. for the week, against an 
estimate of 76,195 bbls. for last week. 
The estimate for each district is as fol- 
lows: Batson, 1,430 bbls.; Dayton, 18 
bbls.; Damon Mound, 1,300 bbls.; Ed- 
gerly, 1,250 bbls.; Goose Creek, 24, 
bbls.; Humble, 12,700 bbls.; Hull, 4,400 
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Midway between the fields of Okla- 
homa and South Texas, and 
between those of Louisiana and the 
new Ranger field, Dallas is the 
natural center of the oil industry 
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1| Nos. 3, 4 and 5 and drilling 


bbls. ; Jennings, 920 bbls.; Markham, 150 
bbls.; Spindletop, 1,275 bbls.; Sara y 
1,700 bbls.; Sour Lake, 8,200 bbls.; Vin- 
ton, 4, bbls.; Anse La Bute and 
Welsh, 170 bbls.; Piedras Pintas and the 
districts around San Antonio, 350 bbls. ; 
West Columbia, 9,190 bbls. 

In the Older I ools : 

In the Goose Creek pool, the Sammies 
Oil Co. has a derrick up for No. 1 on 
the Highsmith 100 acres in the bay. The 
location is feet southwest from the 
Humble Oil & Refining Co.’s No. 1 Mac- 
Ashan. Casey and others have a derrick 
up for No. 1 Hunt, three miles east of 
the pool, over near Cedar Bayou. In 
the pool prapee the Gulf Production Co. 
is drillin o. 12 Galliard below 3,000 
feet and No. 18 Wright around 2,000 feet 
with No. 14 Tabb below 3,000 feet. No. 
10 Bush is around 350 feet. In the bay 
No. 12 Stateland Oil Co., on submerged 
land is around 700 feet and No. 14 below , 
1,500 feet with No. 8 starting. 

The Simms-Sinclair interests have five | 
rigs running on the Schilling, deepening 
o. 17 below | 
2,555 feet with No. 23 around 3,100 feet. | 
On the Ashabel Smith tract No. 23 is 
fishing at 3,200 feet. with No. 24 drilling 
below 1,945 feet and a derrick up for No. 
25. On the Sweet acreage No. 17 is 
fishing at 2,600 feet and No. 14 is being 
rigged to work over. 

The Humble Oil & Refining Co. is 
deepening No. 10 Galliard from 2,475 
feet, while No. 35 is around 3,275 feet, 
and No. 37 is below 3,385 feet with No. 
38 getting ready to test at 3,380 feet. 
No. 5 Beaumont Petroleum Co. is. drilling 
at 2,700 feet and No. 1 MacAshan is be- 
low 3,380 feet with No. 2 Jones at 3,050 
feet. No. 4 on the Galliard five acres is 
below 2,650 feet, while on the peninsula 
No. 7, an old hole that is being deepened, 
has a fishing job and No. 16 is rigging to 
start. This is a new well. 

On the west side of Goose Creek, E. 
H. Coombs, trustee, is drilling No. 6 
Delan at 2,490 feet, after sidetracking 





and the Empire Gas & Fuel Co. is work- 
ing over No. 5 Adey, with No. 6 Adey 
standing. On Hogg Island, the Crown 
Oil & Refining Co. is below 1.250 feet, 





with No. 1 on Hogg Island. The East-| 
man Oil & Refining Co.’s No. 3 Smith is|as is the Vinton 
Dayton Petroleum|Gray with No. 


shut down, as is the 
Co.’s No. 1 Mann and Rucker and others’ | 
No. 1 DeMerritt. The Atlantic Produc- 
,tion Co. is below 2,100 feet with No. 1) 
|Laguna, while Warren and others are 
sidetracking No. 1 Freeman on State 
land in the bay at 2,825 feet. 
Hamble 2nd Daren Mount 

In the Humble pool, The Texas Co. is 
drilling No. 233 Landslide below 2.360 
feet and No. 234 around 2,460 feet. The 
Southern Petroleum Co. is below L.é 
feet with No. 36 Landslide. On the Her- 
mann acreage the Invincible Oil Co. is 
around 2,500 feet with No. 63 and The 
Texas Co. is below 700 feet with No. 174 
and rigging for No. 175. On the Steven- 
son The Texas Co. is working over No. 
24 below 2,730 feet and the Petroleum 
Refining Co. (Galena-Signal Oil Co.) is 
working over Nos. 16 and 24. South of 
the Stevenson the Intercoastal Oil Co. is 
below 2,500 feet in No. 2 Morris, while 
to the north of the Stevenson The Texas 
Co. is below 2,670 feet with No. 13 on 
the Burt 80 acres and drilling No. 14 
on the Burt 100 acres at 2,235 feet. This 
company is rigging for No. on the 
Wheeler-Pickens strip between the Land- 
slide and the Stevenson. 

The Sun Co. is. around 2.800 feet with 
No. 23 River. Horn & Clay’s No. 
Webb is shut down at 985 feet and No. 9 
is drilling below 700 feet, while on the 
Cherry the Webb Oil Co. has a derrick 
up for No. 16. The Damon Mound Oil 
Co. is below 1,825 feet with No. 1 Isaacs 
jand the Northern Oil & Gas Co. is drill- 
‘ing No. 15 Du Bose at 687 feet and the 
Victor Oil Co., No. 2 Conway at 565 feet. 

Progress has been very irregular dur- 
ing the week at Damon Mound, where 
the Sinclair Gulf Oil Co. has the only 
rigs in operation. No. 1 Kempner, the 
last well started, is drilling below 
feet. No. 8 Wisdom is below 2.800 feet 
{land No. 3 Thomas is below 1,675 feet 


and No. 1 N. T. Masterson is around 
1.865 feet. No. 12 Bryan is drilling at 
1.286 feet. No. 7 Masterson is idle at 


2,425 feet, as is No. 13 Bryan at 1,725 
feet, while No. 4 Woodward is waiting 
on a standard rig. The company has two 
deep tests still under way there. No. 3 
Becker is drilling around 3.450 feet and 
No. 1 Norton is around 4,230 feet. No. 
3 Mayes is shut down at 3,030 feet. 
Hardin County D*‘stricts 
Drilling operations in the Sour Lake, 
Saratoga and Batson pools continue to 
lag far behind the average for these three 
pools, with but little prospects of an in- 
crease in the near future. The operators 








in those pools are preparing to care for 
the salt water by throwing up additional | 


earthen reservoirs in which to store it 
during the rice season. The water finds 
its way into Pine Bayou, a stream which 
drains a large area of the county in 
which the three pools are located. Rice 
growers use the waters from this stream 
for irrigation purposes and complain that 
the salt water from the pools injures the 
crops. The difficulty found its way into 
the courts last year, with the result that 
the damage suits were dismissed on con- 
dition that the oil men arrange to take 
care of the salt water. 

In the Sour Lake pool the Gulf Pro- 
duction Co. is drilling No. 46 Hardin 
with a derrick up for No. 1 Schultze. The 
Texas Co. has a derrick up for No. 
fee, while Ireland and others are below 
1,850 feet with No. 1 S. & B. In the 
Saratoga pol The Texas Co. is below 
2,400 feet with No. 4 Ogden and the Sun 
Co. is depening No. 184 McShane below 
2,590 feet. The Rio Bravo Oil Co. has 


| a derrick up for No. 108 Cotton and the 


Regna Oil Co. is around 1,100 feet with 
No. 9 Cotton. The San Bernard Oil Co. 
is drilling No. 4 Blise at 745 feet and 
the Peerless Oil Co. is rigging for No. 6 
Kirby. In the Batson pool the Ada Belle 
Oil Co. is around 915 feet with No. 38 
Moonshine and the National Drilling Co. 
is below 1,845 feet with No. 4 Hooks, 

derrick is up for Reliance Oil Co.’s No. 


28 Haywood. 

In the Markham 1 the Clem Oil Co. 
has a location for No. 14 Myers, as has 
The Texas Co. for No. 1 Myers and Dr. 
P. S. Griffith for No. 5 Northern Irri- 
gation Co. lands. Perryman S. Moore, 
who resigned as prele and general 
manager of the Clem Oil Co. to enter 
military service, has been honorably dis- 
charged and will : ag assume his place 
with the Clem Oil Co. The capital stock 
has been increased and it is planned to 
resume operations in the pool on a more 
extensive scale. 

South Louisiana 

The Gulf Refining Co. is starting two 
more rigs in the Vinton pool in addition 
to those it now has running there. It is 
rigging for No. 47-Gray and also for 
No. 25 Vincent. No. 24 Vincent is side- 
tracking and No. 16 is shut down. The 
Texas Co. is rigging for No. 11 Vincent, 
etroleum Co. for No. 14 
10 Harmony drillin 
around 1900 feet. The Gulf Coast Oi 
Co. is below 1,980 fet with No. 11 Big 
Ten and No. 5 is shut down at 2,825 feet. 
Shepardson and others are around 2, 
feet with No. 1 Gray and the Rescue Oil 
Co. is sidetracking No. 6 Gray at 1,275 
feet. Wilson & Tucker are setting liner 
in No. 7 Lyons at 2,560 feet with No. 1 
Lyons idle at 2.560 feet. The Gum Cove 
Oil Co. is drilling No. 5 Lucky Four at 


50 1,855 feet, while the Gray Oil Co.’s No. 
2 Lezzere is standing at 2,200 feet, as is 
Brown and others’ No. 6 Johnson at 


1,775 feet. 

In the Edgerly pool Avery and others 
are starting No. 1, Section 21. The Gulf 
Refining Co. is drilling No. 10 Drew be- 
low 3,030 feet and drilling No. 1 Hunter 
in the new hole at 900 feet. On the 
Bright-Penn acreage No. 27 is sidetrack- 
ing at 2,925 feet with a derrick up for 
No. 29. The Edgerly Oil & Mineral Co.’s 
No. 1 Wilson is shut down at 3,100 feet. 

Wildcat Operations 

The Black Hawk Petroleum Co. is 
setting liner in No. 3 Walker County 
school lands, three miles west of Splen- 
dora, Montgomery County, and will not 
be ready for a test until late in the 
month. This is the hole in which 37 


8| feet of a nice showing pay was found 


around 4,200 feet, but water shows from 
above. It is thought it is water due to 
a bad casing seat. Judging from the 
thickness of the sand and the showing 
on the pit conservative estimates place 
the well as good for several hundred bar- 
rels, if it can be saved. The company 
has in the neighborhood of 4,000 acres in 
one block, which looks good if the test 


can be developed into a producer. The 
Illinois-Texas Co. is preparing to test 
No. 1, near Wilburton, in the same 


900 | county, around 1.600 feet. 


The Higgins Oil & Fuel Co. is below 
1.940 feet with No. 1 Fleming, 17 miles 
from Eagle Pass in Maverick County. 
Over in Pecos County in the far western 

rt of the State Riley and others’ No. 

Nolke is shut down at 2.170 feet and 
Menzie and others No. 1 Sherbine in the 
same county is below 600 feet. 

In Mileam County Bartlett and others 
are rigging for a test one mile north of 
Thorndale. It is northeast from the old 
Thrall pool in Williamson County. 

In Liberty County, the Humble Oil & 
Refining Co. is shut down at Davis Hill, 
as is the Empire Gas & Fuel Co.’s No. 3 
Welder, south of Liberty at 1,300 feet and 
No. 2 Wilson there.- Hackenberger and 
others have a derrick up on the 


Pruitt, 
northwest from Dayton. Ham & 
Vernon are shut ion south of Fon 
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De Leon, Texas 


HOME TOWN OF THE FAMOUS 
KNOWLES AND DUKE WELLS 


HE railway center of the intense oil development in 

the new wonderful field of Comanche County. Pipes 
from the wells are now delivering oil to loading racks here. 
More than forty wells located or drilling within a radius of 
fourteen miles—the nearest one mile from De Leon. 


Heavy investors are buying homes and bringing their families 
here because we have a good town already and because of 
their faith in our purpose to make De Leon a city capable 
of handling the needs and the business of the De Leon oil 
field—a city of schools, homes, hotel facilities, waterworks 
and sewerage plants, office buildings, good roads—these 
things we have set to do as fast as money intelligently spent 
can do them. 


Let us build for you adequate office headquarters near your busi- 
ness. Refinery sites and loading racks can have here admirable 
locations with trackage facilities and our aid in securing them. 
We have an abundant supply of pure water to meet refinery 
or factory needs. If your refinery is not doing what you 
want it to do, let us aid you to a splendid location in a field 
whose quality and quantity of production is a marvel even to 
the oil industry. Refinery investments, as well as all others, 
will be welcomed and not punished for coming. 


Your people can meet here socially the fine type of people 
you have known before. 


CHAMBER OF COMMERCE 


De Leon, Texas 

















J. E. FARROW, Secretary 























24 THE OIL AND 


GAS JOURNAL 


Friday, 





resume drilling No. 1 Schulenburg, 10 
miles southwest of Brenham, Washing- 
ton County, next week. It has been shut 
down at 1,400 feet. A location has been 
made for No. 2. 

McLean and others are rigging for No. 
4 at High Island, Galveston County, 


ut 3,015 fet. High water has caused a 
suspension of work on all tests in Liberty 
County. . 

In Harris County, The Texas Co.’s No 
2 Beiler, near Addicks, is standing at 400 
feet, as is the Gulf Production Co.’s No. 
6 Warren, near Hockley, around 2,800 
feet. The Kelly Oil & Gas Co. is also| while the Island Oil Co. has had a der- 
shut down in the old hole it is deepening} rick standing for a year on the Mid- 
from 1,750 feet, near Cross Timbers. K.| logger, west of the city of Galveston, on 
J. Schumacker and others, of Chicago, | the island. 
are shut down on the Hare, five miles 
southwest of Crosby, after testing at 
1,700 feet and getting salt water. The 
Rice Petroleum Co. has a derrick up for 
No. 1 near South Houston. 

In Jefferson County, The Texas Co. is 
around 2,500 feet with No. 2 Fitzhugh, 
south of Big Hill and the Valley Explora- 


Persenals 

Thomas W. White, of the Sinclair 
Gulf interests, has gone to Cuba, where 
the company has holdings. Before leav- 
ing he consolidated the Houston and 
New Orleans traffic offices of the com- 
pany, placing H. C. Moran in charge, 
with Houston headquarters. 


tion Co. is around 1,475 feet in No. 4|  B. Shaner, of Sharon, Pa., repre- 
Broussard at Big Hill. senting the Petroleum Iron Works, was 
The Texas Co.’s No. 2° Broussard,|a business visitor here this week. 


P. J. White, of New York, who made 
a clean-up in the Oklahoma fields two 
years ago, was in town this week. Mr. 
White came from Warren, Pa., in the 
interests of the Oil Well Supply Co. 
a test on the King ranch in Klerberg| when the Mid-Continent section was 
County, four miles east from Kingsville.| opened and became one of the most suc- 
The Francitas Oil Co. is below 1,575) cessful operators in the country. 
feet in the town of Francitas, Jackson Craven Hunter, who entered the navy 
County, while the Empire Gas & Fuel|several months ago, has returned to the 
Co. is below 1,800 feet in Starr County, | offices of C. N. Scott, in the production 
25 miles northwest from Rio Grande| department. He was first assigned to a 
City. |training station on the Pacific Coast, 

The Gulf Production Co., West Pro-| thence to Princeton University and at the 
duction Co., and R. C, Duff tests at Blue | time of his discharge was located at Pel- 
Ridge, Fort Bend County, are all shut| ham Bay, N. Y., as assistant paymaster. 
down temporarily on account of the bad|Mr. Hunter was welcomed back, espe- 
roads interfering with getting in fuel oil|cially by news scouts, to whom his un- 
and material. |failing courtesy is gratefully acknowl- 

In Brazoria County, the Roxana Pe-| edged. 
troleum Co. is below 1,000 feet with No.| L. P. Garrett, who has been connected 
4 at Stratton Ridge, seven miles from/ with the Gulf Production Co. for the 
Angleton and the Freeport Sulphur Co. | past 12 years, has resigned, effective Feb- 


is drilling No. Dannebaum there at | ruary 1. Mr. Garrett has been chief 


Chambers County, is below 1,400 feet, 
with the Plummer Petroleum Co.’s No. 
2 at Derrick, near Gum Island, north 
of Anahuac. 

Citizens of Murray, Ky., are starting 





1,100 feet. The Texas Co. has five rigs| geologist and head of the land_depart- 
running on its sulphur tests at Hoskins| ment for most of that time. He will 
Mound and three at Bryan Heights, near| enter business for himself. He has a 


Freeport. The other wildcat wells in| wide acquaintance among oil men and 
that county are standing idle. his judgment and opinion regarding the 
_ Mitchell and others have a location for} coastal region is considered final by all 
No. 1 at Big Hill, Matagorda County,| operators. The Gulf interests have al- 
while the Humble-Sour Lake Oil Co.’s| ways maintained a leading position among 


No. 1 Williams there is shut down at} Gulf Coast producers, due largely to Mr. 


1,400 feet and Knox and others are/|Garrett’s knowledge of the region and 
rigged for No. 1 Cleveland, northeast of|his judgment. He will be succeeded by 
Bay City. | J. R. Turnbull, who has ben an assist- 


The Farmers Petroleum Co. expects to'ant in the land department. 
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Pennsylvania- 


West Virginia 


By D. 8. WAKENIGHT 


DRILLING BRINGS SMALL WELLS | 





PirtsruseHu, Pa., Jan. 27.—More wells 
were completed during the past week 
than for any similar period in a number 
of months. Unfortunately, no impor- 
tance attached to them as to size or loca- 
tion. The deep-sand territory in South- 
eastern Ohio completed four creditable 


wells, the smallest a 50- and the largest | 


a 90-bbl. producer. Interspersed with 
the fair producers were a number of 
light pumpers and a duster. Unless the 
West Virginia fields make a spurt at the 
close of the month, Southeastern Ohio 
will furnish more new production than 
any other section in the Eastern fields. 
In December, the new production was 
slightly in excess of West Virginia. The 
difference is likely to be considerable 
larger in January. The only hope for 
West Virginia to recover in the near. fu- 
ture lies in the Wier sand development on 
Kelly Creek, Kanawha County. It will 
be necessary to speed up operations in 
that district if a decline is to be averted. 
The aggregate of new production that is 
being derived from the old districts is 
very small. 

A noticeable feature in the West Vir- 
ginia fields is the number of districts in 
which there is no new work under way 
or starting. More of the old districts 
show a suspension of operations than at 
any time during the past year. This is 
made all the more remarkable from the 
fact that up to the present time the 
weather has been milder than for a great 
many years. One reason advan for 
not starting new work at this time is the 
belief on the part of operators that the 
price of supplies must decline to a lower 
level. So far there has been scarcely ony 
reduction from war-time prices. Hig 
prices and scarcity of many of the sup- 
plies needed in drilling have been the 
handicap to operations in the Eastern 
fields. ¥ 

While there is very little wildcat work 
under way at this time, the return of 
spring will find operators again taking 
up the search for new producing terri- 
tory. There are not many localities that 
look specially inviting but this will not 
deter the wildcatter from taking a chance. 
In the old district development work wiil 
be revived and on the whole the year 
promises to be a busy one in the East- 
ern fields. The Southwest Pennsylvania 
fields have been under development for 
so many years that there is scarcely a 
chance for new pools of appreciable di- 
mensions. However, there is still room 
in these fields for a large amount of work 
before they reach the stage of the upper 
country. 

Operators and producers are optimistic 
as to the market’s firmness. They claim 
that so long as the demand for high 
grade crude is so great there is not likely 
to be a reduction in the market. In fact 
there are those who look for an advance 
before it declines. Operators insist that 
with the present high market they are 
not profiiting to the extent they did when 
the market was much lower. This is oc- 
easioned by the high cost of material and 
labor. A readjustment to suit conditions 
will be needed before the operator can 
again come into his own. 

Recent Developments 

On Slab Fork of Rush Creek, Smith- 
field district, Roane County, the South 
Penn Oil Co. was agreably surprised 
when it drilled No. 5 on the R. A. Me- 
Clain farm into the Big Injun sand, get- 
ting a 40-bbl. producer. This well is 
more than four times larger than the 
average size of late completions in 
Roane County. For some weeks opera- 
tions in Roane County have been increas- 
ing. As a rule the wells are light pro- 
ducers but show exceptiona Istaying quali- 
ties. 

In Mannington district, Marion Coun- 


ny has 


alia County, the same com 
ent into 


on 
drilled No. 3 on the Mary A. 
the Big Injun sand. It is showing for a 
light pumper. In Clay district, Wetzel 
County, the Carnegie Natural Gas Co. is 
starting a test on the George W. Jo 
farm. 

In Eagle district, Harrison County, the 
Carnegie Natural Gas Co. has drilled a 
i test on the B. F. Griffin farm into the 
Gordon sand, developing a fair gas pres- 
sure in that formation. In Mannington 
district, Marion County, the South Penn 
Oil Co. has drilled a test on the J. M. 
Cordry farm into the 30-foot sand. It is 
10-bbl. pumper. 

In DeKalb district, Gilmer County, the 
South Penn Oil Co. has completed a test 
on the French Hardman farm, showing 
for a 15-bbl. pumper in the Maxon sand. 
In the Burning Springs district, Wirt 
County, the same company has a 5-bbl. 
janes in the salt sand at No. 5 on the 

hoebe Pepper farm. 

The Hope Natural Gas Co.’s test on 
the T. J. Jackson farm, located in Center 
district, Calhoun County, is a gasser in 
the Big Injun sand and spraying a little 
oil—about 3 bbls. a day. In ashing- 
ton district, Jackson County, the United 
Fuel Gas Co. completed a test on the C. 
W. Starche farm. The well got a little 
gas but neo oil. 

At the present time, Wetzel County 
has more experimental work under way 
and starting than any other county. In 
Church district, the Carnegie atural 
Gas Co. is due in the sand on the T. C. 
Cosgray farm. The same company is 
rigging up on the Alexander Hemelrick 
farm and building a rig on the A. Bart- 
rug 40 acres. In Grant district, the Phil- 
adelphia Co. has rigs up for tests on the 
S. Shreve and G. T. Cole farms. In the 
same district the same company is start- 
ing a second test on the S. E. Fluharty 
farm. In Grant district, the Hope Nat- 
ural Gas Co. has rig material on the 
ground for tests on the S. Brewer and 
H. M. Higginbotham farms. The same 
company has a rig up on the Eliza Tay- 
lor farm. In Church district, the Manu- 
facturers Light & Heat Co. is past due 
in the sand at tests on the J. A. & E. J. 
White and S. & E. Roberts farms. Both 
are delayed with fishing jobs. In the 
same district, the Philadelphia Co. has a 
rig completed on the R. L. Merriner farm. 

Calhoun County has some test work 
starting. G. L. Cabot is drilling a test 
on the John G. Bennett farm. In Center 
district, Park Bowser is drilling on the 
Rebecca Wilson farm. In Sheridan dis- 
trict, Martin Cowley is drilling on the 
J. C. & T. R. Amos farm. In Washing- 
ton district, Jackson County, the Carter 
Oil Co. has started to drill on the Alice 
Monroe farm. The» same company is 
drilling at 1.500 feet on the W. S. Hol- 
bert farm. G. L. Cabot is down the same 
denth on the J. B. Lattimer farm and 
fishing. The United Fuel Gas Co. has 
the rig completed for a test on the S. S. 
Thomas farm. In Curtis district, Roane 
County, the Ohio Fuel Oil Co. is build- 
ing a rig on the A. G. Allen farm. In 
Harper district, the Carter Oil Co. has 
nart of the rig material on the ground 
for a test on the Martha Monroe farm. 
Tn Spencer district, the Ohio Fuel Oil Co. 
and Goff & Heck are delayed with a 
fishing job at a test on the Jemima New- 
lon farm. 





Southeastern Ohio 

All late completions in the Southeast- 
ern Ohio fields are located in shallow ter- 
ritory. In the Wilkin district, Morgan 
County, the Bard Oil Co. has completed 
a second test on the Christopher Rausch 
arm. It is a 5-bbl. pumper in the 500- 
foot sand. In the same district. D. G. 
Price’s test on the M. Price farm is a 
very light pumper in the same formation. 

In Enoch Township, Noble County, the 
Otter Slide Oi] Co. has drilled a test on 
the John Miller farm through the Berea 





ty, the Carter Oil Co. has drilled No. 5 
on the Fetty heirs farm into the Maxon 
sands. In the same district, J. J. Allen 
& Co. have a Gordon sand gasser at No. 
4 on the Higginbotham farm. South of 
Mannington, Marion County, the South 
Penn Oil Co., drilled No. 4 on the J. B. 
Tucker farm from the Big Injun to and 
through the fifth sand. It is a duster in 
all sands. 

Three miles west of Pine Grove, Greene 
district, Wetzel County, the Manufac- 


grit. It is a 4-bbl. pumper. In the same 
district, Felix Gerst & Co. have a gasser 
at a test on the George Schoeffner farm. 
Casper Schott & Co. are due in the sand 
at a test on the John Brahler farm. H. 
B. Tuttle & Co. have the rig comnleted 
for a test on the Peter Magrage farm. 
Southwest Pennsylvania 

In Gilmore Township, Greene County, 
Pa., the South Penn Oil 3 com- 

leted a test on the Haddie King farm. 





turers Light & Heat Co. has a Gordon 
sand gone at a second test on the 
Straight farm. 


t is a light gasser in the Pittsburgh coal. 
In Washington district, Washington 
County, the Carnegie Natural Gas Co.’s 


In Clay district, Mon-/ test on the B. Carey farm is a gasser== 
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Agent for 


Daniel’s “P.P.P.” Red Packing 
And “Ebonite” Sheet Packing 


The illustration shows them in use 
in the engine room of the Oklahoma 
Gas and Electric Co., Oklahoma 
City. 


“EBONITE”—the best rubber sheet 
packing made. ‘this is not a CLAIM 
but a FACT. Does not vulcanize, 
rot or liquify. Gives exceptional 
service on joints that vibrate most, 
that must withstand the greatest 
pressures, that are heated to the 
highest temperatures and that are 
subjected to the greatest degrees of 
expansion and contraction. 


“Pp. P. P.”—a self-adjusting, self- 
lubricating rod packing that always 
keeps the joints tight. Reduces 
friction and loss of power. Cannot 
become hard. Keeps scored rods 
steam tight and all rods as smooth 
as glass. Will savé you a.lot of 
money and trouble. For oil, gas, 
ammonia, steam, water or air but 
particularly recommended for cas- 
inghead gas compressor rods and 
line pump plungers. 


Sample*of each on'request. Tell! 
us where you wish to use them| 

















































Corken Machinery & Supply Co. 


213. West First Street Oklahoma City, Okla. 
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Fields of the 


Central West 


By “WHIT” 


INCREASE IN RUNS 


KINDLAY, Ohio., Jan. 25.—Outside of 
the Kentucky field, development work in 
the Central West fields is getting to a 
point where little is accomplished, al- 
though weather conditions have been ideal 
especially in the old Lima and Central 
Oh.o fieids, as there has been no snow 
or rain to contend with to put the roads 
in bad shape, while parts of Kentucky 
has experienced both snow and rain. 

The runs of oil by the Cumberland 
Pipe Line Co, for the wek are the largest 
in the history of that company in the 
Kentucky field, totalling 107,941 bbls., a 
daily average of 17,990 bbls. 

Outside of the oil run by the Cumber- 
land company the Kentucky runs by other 
lines and oil run from leases by individ- 
ual concerns and atone. by tank cars 
will reach better than 10,000 bbls. 
on the Johnson farm of the Hamilton Oil 
Co., in the northern part of Allen Coun- 
ty, is reported doing 
saying nothing of close to 40 additional 
wells in that part of the county, and 
many others in various parts of Allen 
County ,that are now shipping crude 
daily by tank cars from Scottsville. 

Kentucky Completion: 

Lee County maintains the lead in wells 
of large capacity. In that county, the 
Southwestern Petroleum Co.’s No. 25 on 
the Eureka farm, produced 75 bbls.. The 
Old Dominion Oil Co.s’ No. 4 Liberty 
Bryant farm, is estimated at 50 bbls. The 
Ohio Oil Co.’s No. 21 on the Flahaven 
farm, is reported at 200 bbls. and the 
Bourbon Oil & Development Co.’s No. 
Millie Freeman farm, in the Ross Creek 
district, at 5 bbls. The Woodford Oil 
Co.’s No. 4 Crain farm, at 50 bbls. Ma- 
loney, Hudson and others’ No. 10 W. T. 
Booth farm is showing for 40 bbls. 

In the Irvine field, in Estill County, 
the Tidal Oil Co.’s Nos. 33 and 34 on 
the Williams and others farm, shows 15 
bbls. each, and Nos. 35 and 36 10 bbls. 
each. Thé Security Producing & Refin- 
ing Co.’s Nos. 7, 8 and 9 Simp Horn 
farm, showing for 10 bbls. each. The 





No. 2, 


600 bbls. a day, to; 


Bent Hickory Oil Co.’s No. 18 L. 
Roberts farm, showing for 35 bbls. A. T. 
West, trustee, drilled in Nos. 10 and 11 
Arvin heirs farm, and they show for 20 
and 15 bbls. The Ohio Oil Co.’s No. 1 
Grant Shoemaker farm, is reported at 
1 bbl. 

In the Campton district, Wolfe County, 
the Larry Oil Co.’s No. 1 
farm, is reported dry. 4 
pany that recently purchased the holdings 
ij of the Mountain Oil Co. in Wolfe County. 
|r. M. Beckett is drilling a test on the 
Minnie Netherly farm, in the same dis- 
trict. In the Stillwater district, the 
Larry Oil Co. is drilling No. 9 on the 
Charles Sample farm. 

In the Steubenville district, Wayne 
County, the Wood Oil Co. is drilling a 
test on the James Alexander farm, and in 
the Parmleyville district. G. Hogue 
is at work on a test on the Silas Burnett 
jfarm. In the Busseyville district, Law- 
{rence County, A. Dalton and others 
‘are drilling No. 2 Jesse Barnard farm. 
In the Cannel City district, Morgan 
County, the Kentucky Investment Co., 





is getting ready to start the drill at No. 
5 on the Kentucky Block Cannel Coal 
Co.’s property. 


Hopkins & Son’s No. 1 J. I. Rader farm, 
is dry. The Davis Drilling Co.’s No. 1 
on the Comet Oil Co.’s acreage, leased out 
in small blocks in the Ross Creek section, 
| shows for 2 bbls., and the Kentucky Star 
|Oil Co.’s No. 1 on a part of the same 





1| body of land, shows for 3 bbls. 


Scottsville Field 

Weather conditions have been ideal in 
the Western Kentucky field during the 
past couple of weeks, or after the heavy 
rains and the roads are getting into fair 
shape for the moving of material. Nu- 
merous drilling machines are being moved 
into the Allen and adjoining counties 
from Kansas and Oklahoma which por- 
tends an active season with the opening 
of spring. 
been one of the bad features and has held 
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“UNIO 
NATIONAL BANK 


TELL US ABOUT 


We have acquired an intimate and 
accurate knowledge of the require- 
ments of oil operators in all parts 
of the country; thorough experience 
in the oil business and the value of 
oil properties which enables us to 
handle the banking transactions of 
those engaged in this industry, with 
unusual efficiency. 

Why not obtain for yourself the 
benefit of our service? 





P. E. MAGEE, Chairman of the Board 
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I. J. Alexander | 
This is the com-| 


has a rig in for a test on the company’s | 
own land, and the Pluto Oil & Gas Co. | 


In the Irvine field, in Estill County, | 


The securing of supplies has | 














work back to a large extent, but the fact 
that the National Supply Co., Lllinois 
Division, is going to enter the field will 
be a big help to the operators. This 
company is now placing shelving and 
counters in a room in Bowling Green and 
will have a stock of supplies in within 
very short time, as will the Frick- 
Lindsay Co. The Bowling Green stores 
will be so situated that material can be 
shipped on the main line ef the railroad 
|into the new development under way in 
| Western Tennessee, and will be a big 
|help to the operators. Not only that, but 
| it will bring the price of material down 
| to where it should be, and more new pi 
will be utilized in the drilling of wells in 
the Western Kentucky field. Heretofore, 
the material has been rather poor, pos- 
sibly having been pulled out of wells that 
produced for 20 years or more in Ohio 
and Indiana, and it is almost impossible 
to take a chance on pulling the casing 
when once set for shooting in the shallow 
holes, a thing that can be done with 
safety when new material is used. 


I. P. Lord, the Scottsville oil writer, 

has this to say of the Allen County field: 
Business is brisk in the Allen County 
| fields and is not confined alone to the 
Gainesville field, but scattered in all four 
corners of the County. The Trammel 
| Creek section is to get a play, and when 
it does it may surprise the oil men who 
|have kept away from there to some ex- 
tent. This section of the county has 
some of the best-looking structures in the 
| State, and if they do not produce oil, 
| then it’s something funny. 

Decaigney Bros. have drilled in what is 
showing for a nice well in No. 3 on the 
Bishop Foster farm, a mile and a half 
south of Petroleum. This well drilled in 
at 256 feet and the oil pay was found at 
50 feet below the bottom of the shale. It 
makes the best showing of any yet drilled 
on the lease. No. 1 is reported pumping 
20 bbls., while No. 2 is a gas well. 

The Jim Reed Johnson farm, in the 
Gainesville pool, is in a sense of the word 
quite a remarkable lease, and is owned 
by the Hamilton Oil Co., of Scottsville. 
There are now 12 wells on the farm, and 
they run as follows, now being connected 
to pipe line: No. 1 at 260 feet deep, hax 
47 feet of pay sand, and is not doing 
much oil, but has a heavy gas volume: 
No. 2, which is the best well today in any 
section of Kentucky, found pay at 260 
feet, and brought in a year ago this 
month and is still flowing 600 bbls. a day. 
|No. 3 at 260 feet, produces 75 bbls. ; 
| No. 4 at 260 feet is good for 10 _bbls.; 
but has not been drilled into the oil sand 
jany great depth on account of the heavy 
|gas pressure; No. 5 at 285 feet makes 25 
| bbls.; No. 6 at 310 feet, makes 100 bbls. ; 
| No. 7, the smallest producer on the farm. 
|is making 5 bbls. and much gas; No. 8 is 
| making 20 bbls.; No. 9 is making 10 bbls 
jas is No. 10; No. 11 is a _25-bbl. well, 
tand No. 12, just completed, will make 
| better than 100 bbls. Considering the 

depth, the cost of equipment and amount 
| of roduction, can you beut it? 

| . D. Engle, representing the Great 
| Northern Oil Co., of Minneapolis, says 
| that the company owns 600 acres of leases 
|six miles southwest of Scottsville, in- 
|cluding the Smith, Stamps, Wade, Gra- 
|hom, Hunter, Newman, Dinwiddie and 
| Wheat farms. There is one well on the 
| Stamps farm and two on the Dinwiddie 








|farm. These wells are from 128 to 2 
| feet deep and fill to the top as fast as 
| bailed out. This oil tests 42 gracity and 
|is selling at $2.50 per barrel. 

| Herman Hunnenbrunker, of St. 
| Charles, reports a fine well on the Mark- 
|ham farm, west of Petroleum. This well 
|opens up a new area in the southwestern 
|part of Allen County, and he has 3,000 
jacres. The Walmer Oil Co. of Cleveland, 
|Ohio, also has two good looking leases 
|in that section of the field, and last sum- 
mer drilled a salt water well upon the 
Charlton farm lease, but in that eoun- 
try the hillsides appear to be the domi- 
nating place to get the oil, and stay 
ay from the valleys. 

The Oklahoma Producing & Refining 
Co. is moving a drilling machine into the 
Bud Shields farm, in the Gainesville 
field. Braswell & Bradshaw are about 
due to drill in No. 5 on the P. Oliver 
farm, in the same field. No. 4 is good 
for 50 bbls. 

Bradshaw, Markley and others are 
nearifig the sand in an important well on 
the Bud Wilson farm, three miles north- 
east of Scottsville. The well cased at 
109 feet. 

Markley & Smith struck a ee | gas 
pressure at 90 feet on the J. T. Good- 
rum farm, in the Seana Hill distrie 
suothwest of Scottsville, which delay 
work for some time, but the well is now 
ee. ing toward the oil formation. 

he Okluhoma Producing & Relining 
Co. will resume work on the Hooten farm 
in the Iton pool, two miles south of 








' Scottsville, as soon as a contractor can 


be secured. This lease has an even dozen 
pumping wells and no dry holes. 


Sues for 
W. H. Browne, of Oil City, P: 


filed 
a suit in the Federal Court at Frank- 
. Ky., against H. E. Kosney, Mary 
E. Nutter, Bettie 8. Phelps, EK. J. Bra- 


shear, C. R. Jordan, Mrs. F. J. Coon, 
Jennie Gosney, Allie I . Taylor and Thom- 
as Leonard to recover $25,000 for alleged 
damages. A short time ago, these de- 
fendants in this action brought suit 
against the Comet Oil Co., in which Mr. 
Browne is interested. In the petition, 
Mr. Browne alleges that the statements 
made in the petition, against the oil com- 
pany were false and slanderous and 
therefore he is seeking to recover dam- 
ages from them on that account. 
Diinois Field 

The Illinois field is not making a very 
good showing. In Martinsville Town- 
ship, Clark County, the First National 
Bank, of Casey, and Squires’ No. 4 on 
the S. W.- McClelland farm, Section 30, 
pumped 8 bbls. Louis Van Orden and 
others are drilling No. 5 on the Frank 
Morgan, Jr., farm, Section 29. 

In Meptantery Township, Crawford 
County, S. Y. Ramage drilled a dry hole 
in No. 3 on the M. and R. Fife farm, 
Section 8. In Honey Creek Township, 
the Ohio ‘Oil Co.’s No. 6 H. F. Jones 
farm, Section 1, pumped 5 bbls., and No. 
6 on the Reed Foxworthy farm, Section 
35. pumped 25 bbls. McNally & Bell 
drilled a dry one in No. 7 on the M. J. 
Maxwell farm, Section 5. The James 
Pease Oil Co.’s No. 1 Emma B. Kelley 
farm, Section 35, and Irwin and others’ 
No. 1 on the L. J. Church farm, Section 
4, were both dry holes. 

In Bond Township, Lawrence County, 
the Columbia Oil Co., of West Virginia, 
drilled a 4-bbl. pumper in No. 5 on the 
Hiram Mickey heirs farm, Section 30. 

G Indiana Well 

Another good well has been drilled in 
the old Trenton Rock section of the In- 
diana field, in Salamonie Township, 
Huntington County. -It is the March 
Petroleum Co.’s No. 14 on the L. S. Jones 
farm, Section 20, and good for 100 bbls. 
This company offsets this good one by 
finding a dry hole in a test on the E. D. 
Mosburg farm, in Section 17. The Home 
Oil Co. drilled a 20-bbl. pumper in No. 1 
on the George Noble farm, Section 20, 
and Kelly Bros. a 30-bbl. pumper in No. 
1 J. Finkle farm, Section 20. 

Lima Field 

In the Lima field of Northwestern 
Ohio, there is a decided scarcity of de- 
velopment work. In Henry Township. 
Wood County, the Ohio Oil Co.’s No. 6 


on the C. C. Swope farm, Section 16, 
pumped 5 bbls. 
In St. Mary’s Township, Auglaize 


County, and just at the north side of the 
Grand Reservoir, the Ohio Oil Co.’s No. 
34 on the H. S. Walbridge farm, Section 
5, pumped 8 bbls. 

n Jefferson Township, Mercer County, 
Marsmon and others’ No. 4 J. McDonald 
farm, Section 2, —_ d 2 bbls. In Gib- 
son Township, the Ohio Producing and 
Refining Co.’s No. 1 J. Hower farm, Sec- 
tion 30, was dry, and No. 4 on the M 
Slaugher farm, same section, pumped 25 
bbls: In Jennings Township, Van Wert 
County, Boyd & Marshall drilled a 5-bbl. 
pumper in No. 6 on J. B 


Wildcats in Indiana 
The Rosedale Oil & Gas Co. is drilling 
three wildcat wells in Park ounty, In- 
diana. Contractor H. H. Adkins, of 
Sullivan, informs THE JOURNAL that the 


the Green 


200 | farm, Section 11. 


company expects to drill each well 2,000 
feet unless oil is found at a shallower 
depth. 2 





BEFATHITT TEST ABANDONED; 
LEE COUNTY’S GOOD WELL 


LExIncTon, Ky., Jan. 25.—Thirty- 
seven completions were reported up to 
Friday morning. A newcomer was a 
well reported from Lincoln County, near 
Stanford, drilled to the one of only 80 
feet. The warm weather has made mud 
holes of the roads in the oil fields and 
it is practically impossible to travel ex- 
cept on foot, on many of the roads. In 
spite of these obstacles drilling continues 
very active. 

In Breathitt County, the W. P. Wil- 
liams Oil Corporation has abandoned its 
No. 2 Watkins, and will await develop- 
ment in this section. The Sturgeon 
Creek Oil Co. has begun drilling on the 
Nathan Pelfrey tract, south o e Wat- 
kins. In Dog Hollow, a rig is being 
moved and parties will ‘drill a test. Near 
Wilhburst, Craddock and others are pre- 

ring to drill a well. The well on 
Teamnen's Fork, near the Wolfe County 





line, which was drilled by the Wilhurst 
Oil Co., and reported at 15 bbls., is now 
said to have a w of gas but-no oil. The 
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ATIONAL’’ Pipe Advantages have much practical value for the oil and gas man, because they are advan- 
tages which have been developed by practical men of long experience in the wrought tubular indu try. 


“NATIONAL” Pipe is not “‘just pipe’’ —for particular types of ‘“‘NATIONAL’’ Pipe have been developed 

for specific services—there being many specifically developed types of “‘NA TIONAL?’ Pipe for oil and gas 
purposes alone. The practical requirements of the oil and gas industry have necessitated the use of practical 
material. That is why 


“NATIONAL” 


THE RECOGNIZED STANDARD OF WROUGHT PIPE QUALITY 


LOOK FOR 
Os Beso 





oa is widely used for every purpose in the oil and gas industry, <pidespe 
NATIONAL! from drilling a well to the piping of a consumer’ s building. JNATIONAL Ay 





hall tet Ma stat? 


THE NAME (See page announcement, dated of * ‘NA TIONAL’ * Pipe, in Feb. 7 issue) 


“Prepared 





NATIONAL TUBE COMPANY, PITTSBURGH, PA 


General Sales Offices: Frick Building 
DISTKICT SALES OFFICES 


Me Atlanta Boston Chicago Denver NewOrleans New York Salt Lake(ity Philadelphia Pittsburgh St.Louis St.Paul  ( 
PACIFIC COAST REPRESENTATIVES: U.§. Stcel Products Co. San Francisco Los Angeles Portland Seattle 
EXPORT REPRESENTATIVES: U.S. Steel Proanete Co. New York Cit- 




















Steel for Service 


This 20 metre (65 ft. ) 


Steel Derrick 


one of an order for 17, is shown erected at Carnegie 
Steel Company’s fabricating shops in Pittsburgh. pre- 
vious to shipment to Comodoro Rivadavia, Argentine, 
South Ameriea. 


This type of derrick has been used in that territory for 
several years. 


There must be some good reason why men will put up 
with the inconvenience and expense of shipme: t 9,000 
miles of steel derricks instead of building them of wood. 


There is all the more reason why men nearer home 
should use steel. 





Ask the people who pay for the construction and maintenance of derricks, their opinion of steel 


Carnegie Steel Company 


General Offices: Pittsburgh, Pa. 
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Empire Oil & Gas Co. has been com- 
pelled to abandon its first hole at 500 
feet on the K. F. Crawford farm, and 
has now spudded in at a second location. 
At Crockettsville, the wildcat well being 
drilled by Baker and others of this city, 
has spudded in. 
Lee County Completions 

Woodford Oil Co.’s No. 4 Craig farm, 
100 bbls. initial production. McCombs 
& Local Oil Co.’s No. Della Hargis 
farm, 100 bbls. Colonial O11 Co.’s No. 5, 
Baily farm, 100 bbls. Oil Co.’s No. 11, 
Charles Evelyn farm. 50 bbls.  Asso- 
ciated Producing Oil Co.’s Nos. 17 and 
18 J. J. Wells farm, 30 bbls each. Wright 
Oil Co.’s No. 3 Miller Creek Tumber 
Co.’s farm, 200 bbls. Russell Oil Co.’s 
No. 17, Hall & Burke farm, 30 bbls. 
Central Oil Co.’s No. 3 W. T. Booth 
farm, 25 bbls. Monarch Vacuum Petro- 
leum Co.’s No. 5 Hall & Burke farm, 20 
bbis. On the Anna Fisher, the Asso- 
ciated Producers Co. is now drilling No. | 
7. They are also installing power to, 
pump the wells. This property was re- | 
cently purchased from the Thraman Oil | 
Co. In the Radical district of the same | 
county, the same company is moving to 
two new locations to drill. Four and! 
one-half miles from He'‘dlehurg the P'n- 
nacle Oil Co,. of Kenton, Ohio, is moving | 
a rig and will dr‘ll a well. On the P’n-' 
nacie 
miles 
same 
test. 








northwest of the Webb farm, the| 
parties are preparing to drill a 
The Kentucky offices of this com-| 
pany are located at Beatyville in charge 
of W. E. Hovis. On the Ed Riley farm, | 
north of the Phillips heirs and west of 
the Beartrack postoffice, the Alakyla Oil 
Co.’s initial well is estimated at_ 20 bbls. | 
The Pyramid Oil Co. completed No. 3 on 
the Fiat Hol'ow lease, located on Bald 
Rock Creek, this week. and it is credited 
with being good for 100 bbls. The same 
company has completed No. 9 on the 
Pyramid Pendergrass farm, which is esti- 
mated at 300 bbls. The Rex Oil Co., Ma- 


tract of 460 acres, one and one-half Co. should dri!l in this week at No. 3. This 


honey Bros., and Hedrick’s No. 4 John | 
Williams is reported to have flowed 400 
bbls. overnight. 

W. J. Flesher, of Lexington, who leased 
3,800 acres of the Eureka Coal & Mineral 
tract, in Lee County, has moved four rigs 
to the property. A mee will be or- 
ganized to take over these holdings. In 
the eastern section of Lee County, near 
Hell Creek, the Southern Oil Co. of Lee 
County is expecting No. 2 Laura Lane in 
shortly. On this farm No. 1 was a light 
well. The Atlantic Oil Producing Co. is 
drilling Nos. 4 and 5, Henry Shoemaker. 
They were held up at No. 4 for timber but 
have now resumed operations. No. 5 is at 
150 feet. On the Green Adams farm, the 
Irvine Development Co. is pumping five 
wells and preparing te drill more. Near 
Airdale, in the same section, the At- 
lantic Oil Producing Co. is pulling and 
plugging No. 2 D. B. Kineaid, which it 
w.ll abandon after an effort to exhaust the 
salt water. The same parties have also 
plugged and given up No. 1 on the Allison 
Rose farm, in the same vicinity. North- 
west of Contrary Creek, the Security Pro- 
due ng & Refin.ng Co. has sudded in for 
its initial test on the Ed Riley. On the 
Millard Estes the same parties are drilling 
No. 4, whichis an offset to the Hopewell 
Petroleum Co.’s No. 10 on the Shearer. 
On the Jack Spicer farm, the Alakyla Oil 


offsets the Ohio Oil Co.’s Flahaven land. 
On the Charles Evelyth the latter com- 
pany has just completed No. 21 which 
looks to be a_ splendid producer. Nos. 
27 and 28 are drilling. No. 11 has tested 
out good for 50 bbls. The W. P. Will'ams 
Oil Corporation, drilling on part of the 
Flahaven, is down 100 feet at its initial 
test They are moving rig on and will 
dri'l this farm up rapidly. Wood Kirk- 
patrick, representing the Overland Oil 
Company, reports No. 1 on the B. Foster 
farm, two miles west of the Sinking 
Springs school house, as drilling. The 
company is represented by Findlay, 
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Biake-Knowlesa Foam Pump 





Snow Crude Ol) Baxgine 





Laidiaw Duplex 
Vacuum Pump 


The Worthington line is a big line to choose 
from—a safe line to choose. 


machinery, 





A Complete Service to 


Oil Producers 


The great plants of the Worthington 
Corporation are best equipped to supply 
machinery to facilitate every phase of 
the oil-producing industry. Meny years 
of experience stand back of every Worthington 
product, and years of good service before it. For 
gasoline extraction, oil pumping, fire protection 
and low cost power, specify Worthington. 


Oil Pumps 
Foam Pumps 


Bulletins covering any or all types pumping 


engines will be sent on request. 


Worthington Pump and Machinery Corporation 


New York Office: 115 Broadway 
Branch Offices in All Principal Cities 


Vacuum Pumps 
Oil Engines 
All Sizes and Capacities 


vacuum pumps, compressors, or oil 











Ohio, promoters. The Monarch Oil Co. broke the walking beam at 150 feet, but 
and the Pelican Oil Co., Louisville, it is, is now drilling again. No. 4 has spudded 
said have four machines at work on the/in. ‘The weils there are being pumped 
Susan Moore farm, three on the W. E.|and are making about 15 bbis. a day. 
Oliver farm and three on the W. R. On the Green Adams farm, the Irvine 
Buchanan farm, known as the Johnson| Development Company is installing bi 
pool. The Southern Oil Co. of Lee) power to pump its wells. The test drill 

County, is rigging up No. 1 Andy Shoe-|on the Allison Rose tract near Lee City 
maker, which will offset the Henry Shoe-| by the Atlantic Oil Producing Co., went 
maker farm of the Atlantite Oil Pro-|'to a depth of 1,828 feet and failed to 
ducing Company. On the Elbert King! discover oil. The rig used there and the 
farm the same parties are now moving a one employed at Caney in Morgan 
rig to offset another of the Henry Saoe-' County have been moved to Fincastle, in 
maker wells. This tract lies west of the Lee County and they will be used on the 
latter on Hell Creek. The Atlantic Oil | company’s holdings in that section. 
Producing Co.’s No. 5 Henry Shoemaker, ' Ror. TF. 











Wyoming Field Operations 


By F.B. TAYLOR 


WORK SHOWS DECLINE | A recent innovation in the rotary line 

is a machine which takes the water down 
Casper, Wyo., Jan. 25.—The Wyoming | on the outside of the rotating pipe and 
fields are very quiet at present, aithough | sucks up the cuttings and cavings through 
the weather has been favorable for field | the center. This type has not found 
work for the past three weeks. Lauce| favor with the oil men to any great ex- 
Creek is shut down and the Section 33 tent and the opinion seems to be that 
weii of the Ohio Oil Co. is still on top the descending water column on the out- 
of the sand without being drilled in. side of the pipe will cause much caving 

In the Big Muddy field, the Rocky of hole and slow digging of the rotary 
Mountain Drilling Co. has shut down for bit. A combination of both the rotary 
thite winter, throwing many met out of and churn drill was shown here in model 
employment. This is one of the largest form last winter, but it never got beyond 
arilling firms in the field. The Standard the model form, as far as can be learned 
Oil Co. of Indiana, at its refinery receutly now. 
laid off 40 men of its construction force Japancse Expert Visits Field 
and the move has had a tendency to Dr. K. Ueno, petroleum engineer of the 
tighten up other operations, The Mid-| Nippon Oil Co., reached Wyoming the 
west is still taking on men for consruc-|early part of the week and spent a few 
titon work at the refinery and this month days in Casper and the surrounding 
the firm hired 150 workmen for its dif- | country, inspecting the oil fields. The 
ferent needs. This makes the payroll of| Japanese expert is a man of quick pre- 
the Midwest refinery at Casper, about) ception and with the ability to grasp the 
650 men. . details of a process at a glance. 

The big cement tank of the Midwest, In company with the representatives 
building on the tank farm across the/of the press, the man from Nippon vis- 
river from the refinery, has nearly been) ited the large refineries west of Casper. 
completed as far as the excavation part) The big Midwest plant was the first seen 
is coneerned. The steam shovels are now | and here Mr. Leavitt, the superintendent 
cleaning out the last of the ditt. The! of the refinery, welcomed the visitors and 
cement will then be placed and the tank| detailed a guide to take them through 
is expected to be ready for its first oil|the works. Doctor Ueno was much in- 
about the latter part of March. The tank! terested in the abandoned Rittman pro- 
will be 400 feet square by 20 feet deep. cess plant at the Midwest, where that 

About the only development in the! gasoline cracking process was given a 
central part of the State, is the Carter|tryout. Also the blending plant where 
Oil Co.’s test in the Bates Hole district.|the gasoline from the Salt Creek com- 
This territory is located about 15 miles| pressor plant is blended came in for a 
from Casper near the North Platte River| good share of attention. . 
and has had a dry hole drilled there. From the Midwest plant the party 
The Carter recently discovered another} went to the Standard Oil Co.’s refinery, 
structure close to that upon which the|but as the hour was late the proposed 
dry hole was drilled and evidently con-| journey through this plant was aban- 
sidered the dome worthy of a tryout, for} doned and the party then went by auto to 
it is now building a rig in spite of the|the Big Muddy. The day was ideal for 
season. The North Plate River is almost} the trip and the Midwest furnished one 
dry, due to the shutting of the gates at}of its big touring cars for the visitors. 
the Pathfinder dam and the impounding| At the Big Muddy camp of the Midwest, 
of the water. This great dam will fiil| the party was met by Mr. Schomacker 
with water until late next spring when| who was looking after the operation in 
it will be opened to furnish water for!the absence of Mr. Watson, the regular 
the irrigation of farms and ranches as| field superintendent, and Mr. Schomacker 
far south as Southern Nebraska. The/left nothing undone to show the visitors 
lake formed by the dam is about 30 miles| the ins and outs of the producing business 
long. in Wyoming. Mr. chomacker hails 

The Sheridan, Wyo., test in the Maver-|from Findlay, Ohio, and a life-long ex- 
ick Springs field, came in a good pro-| perience in the oil game makes him an 
ducer in spite of the fact that the well| interesting guide in a field. 
was started on Friday, the 13th. The The party then went to the Ohio Oil 
well will make a 150-bbl. producer and|Co.’s camp, but as the afternoon was 
is located in Section 22-6N-2W. waning they did no more than take in the 

In the Rock River field, in Southern| extent of the Ohio’s holdings from the 
Wyoming, the Ohio Oil Co. is pushing the| p'atform of the warehouse and _ then 
work and six wells have reached the sand| started on the return trip to Casper as 
there. No duster has been been found,|the long shadows began to -reep out 
although the wells are miles apart and) from the foothills of the mountain ranges. 
the field promises to be one of the largest On Wednesday. the party was taken 
in the State. The Ohio has under lease,|to Salt Creek by Ira G. Wetherill, of the 
11,000 acres of the Diamond Cattle Co.'s| National Supply Co. and a visit made to 
ranch and the construction of the pipe|all the parts of the largest oil field the 
line to Rock River station by the Mlinois| Northwest can show. They left Casper 
Pipe Line Co. has been completed for|early in the morning in the high-powered 
four miles. ear of Mr. Wetherill, crossed the desert 

Methods of Drilling in less than three hours for the 50 miles, 

In the Big Muddy field, the oil com-| reaching the big compressing station of 
panies have found the best method of|the Midwest that is located in the field, 
drilling to be the combination of rotary | about 10 o'clock. F 
and standard cable tools. The rigs are| The Salt Creek field,/ at its first ap- 
built for rotary machinery at the start; pearance to the newcomer, seems only a 
and after the rotary bit’ reaches 2,00; minor operation, as one tops the esca 
feet, this method is done away with aud, ment that resembles a huge volcanic 
the cable tools put in to drill the well crater about six or eight miles in diam- 
inte the sands. The rotary can beat the|eter, only a comparatively few derricks 
cable tools in getting the hole dswn to|are discernible and this fact stands in 
2,500 feet, but after reaching this depth | Sharp contrast with the Big Muddy where 
it finds several shells of sand and lime| a veritable forest of rigs rear their shapes 
that slow up the work. The cable tools,| against the sky. In the Salt Creek field, 
however, find the going much better at however, the wells are often niles apart 
this depth than they would wher the bole and many have had their rigs torn down 
is in the mud shales of the upper strata! by, the winds or moved away for other 
and pound through the pay sands in short holes, leaving only a couple of feet of cas- 
order. The rotaries oes proven con-|ing and the casinghead and lead lines to 
clusively, in Wyoming, that where water | Show that is well is there. 
is plentiful and the digging is soft sbule,| Practically all the wells in Salt Creek 
the rotary outfit cannot be. surpassed by| are flowed and therefore there is a lack 


any other means of getting a hole down. (Continued on Page 34) 
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News of Mexican Oil F ields # 





By GEORGE BLARDONE 


ANOTHER EXPORT RECORD 


Tampico, Mex., Jan. 19.—As befits the 
close of a year that has marked a new 
high record in the volume of export ship- 
ments, December saw all previous month- 
ly ocean shipment records from the ports 
of this d strict broken by a new high level. 
The volume of oil dispatched during the 
month in question totalled 5,604,298 bbls.. 
a slight increase over the month of No- 
vember, which with a movement of 5,4576,- 
255 bbls. to its credit, had previously 
established Mexico’s highest export level. 

Of the movement during December, 
Tampico dispatched 3,377,671 bbls. ; ‘Tux- 
pam, 1,212,263, and Port Lobos, 1,014,- 
364. The distribution of this oil was as 
follows: To the Un‘ted States, 3.990.794 ; 
to South America, 752,997; to Mexican 


coastwise, 477,812; to Cuba, 114,022; to 
Great Britain, 102,896; to Canada, 62,- 
896: while an item of bunker'ng, not 


otherwise included, totalling 102,881 bbls., 
is added to balance. 

The oils included: Crude, 4,185,376 
bbls.; topped crude 1,107,798; distillates 
(principally crude gasoline), 208,245 
bbls., the bunkering item noted above 
making up the balance for the grand 
total. The exportation of asphalt (to the 
United States) during the month totalled 
1.983 bbls. 

















CIA PETRCLERA de TEPETATE NO. 1 

Lot 251, Amatlan, was a gusher of th 
kind frequently drilled in Mexico. The siz 
of the oil column above the casinghead is 
an indication of the well’'s producing ca- 
pacity. 


In the Fields 

There were no completions recorded 
the past week in the several pools. In 
the South fields, Mexican Gulf Oil Co. 
commencing today to drill in its No. 3 
Lacorte, Lot 8, Tepetate, which has been 
shut down since last August at 2,000 feet 
in a limey shale, waiting for orders to 
drill in. When this test was ordered 
temporarily shut down the gate valve, 
which was in place on’ the 8-inch was 
closed. When it was opened the other 
day while the test was being re-rigged 
with standard tools it blew a small head 


is 


of oil off over the derrick floor. Thus 
coming events sometimes cast shadows 
before. The Gulf is going to drill No. 4 


It will be an offset to 
well in 


on this lot also. 
the Cortez Oil Corporation’s big 
Lot 5, Tepetate, which adjoins Lot 8 on 
the north (by west), Derrick is being 
erected over the location at this writing. 
The next test in order of interest in the 
South fiields is Transcontinental Petro- 
leum Co.’s No. 1, Lot 135 Chinampa, 
which is drilling at 1,970 feet in hard 
shale. Cia. Petrolera La Oriental’s No. 
1, Let 104, Chinampa, is trying to get 
the tools down to the bottom of its deep 
hole in order to send the drill deeper. 
The Texas Co. continues to fish on its 
No, 1, Lot 133, Chinampa. 





| 


At Comales, Island Oil & Transport | 
Corp., is changing over to standard tools | 
in its test at that place, preparing to 
send the drill down from 1,423 feet, 
where it has been shut down for some | 
time with a showing of perhaps as much | 
as 100 bbls. and some gas. 

At Tamantao, Cosden & Wilson’s No. | 
1 is drilling in shale with some lime shell | 
at 1,780 feet, while the same company’s | 
Quebrachita test is drilling at 1,705 feet | 
with practically the 
Lack of water is hampering the work | 
on the last named. 

At Panuco 

In the Panuco pool the most interest- | 
ing test at ths wr'tnz is Mexiean-N'n- 
clair Petroleum Corporation’s No. 2 Maza. | 
Lot 1, Camolote, which is drilling at} 
1,859 feet in a limestone shell, with the | 
hole full of oil. In connection with this | 
Camolote sector, it will be recalled that 
Cia. Petrolera El Triumfo, a test that 
has been standing for over a year, was 
reported at 2,480 feet, with a showing 
of 70 bbls. It is reported that the com- 
pany was influenced to deepen this hole | 
believing that the depth was not correctly 
reported by the first contractor and that 
the well is not more than 2.100 feet 
Thus far the tools are not yet to the bot- 
tom so the correctness of this hypothesis 
has not been ascertained. El Trurfo is 
located on a fraction of Lot 6. Tampas- 
cos Oil Co. intends deepening its No. 3 
Robles, completed last June at 1.927 feet, 


ind reckoned good for 1,200-1,500 bbls. 
The company is re-rigging now with 
standard tools for this purpose. It is an- 


nounced by the exporting subsidiary of 
the Tampascos (which is one of four 
companies acquired here by the Doherty 
‘nterests) that within a month or so an- 
‘ther steamer will be placed in service 
uit of this port for its account, hence 
the necessity of securing additional pro- 
luction in order to provide a proper mar- 
rin for two steamers. The company has 
traightened hole in its No. 2 Barrigan. 
nd has about six feet more of the junk 
piled in it to straighten to drill through 


| before it resumes regularly from a depth 





of a little over 2,000 feet. The hole is 
full of of). meget drilling onerat‘ons 
are as follows: Cia. Petrolera Pueblo de 
Panuco, No. 1 Salvasuchi, is drilling at 
2.165 feet in limestone, with a showing 
of 70 bbls. Transcontinental Petroleum 
Co.’s No. 5 Barbarena is drilling at 1.550 
feet in limestone. Mexican Gu!f Oil Co.’s 


No. 1, Lot 21 Isleta, is resuming with 
tandard tools from 2,220 feet. Texas- 
Mex Fuel Oil Co.’s No. 2 Alamo, is drill- 
ing at 2,400 feet, with a nominal show- 
ing. Kern-Mex Oil Fields’ No. 1 Tam- 
puche, is moving in material. 

In the Topila pool, Mexican Fuel Co. 
announces it will drill six wells. Four 
of these tests will be on the Hacienda 


Santa Fe, where it already has eight holes 
drilled, all.of them being comparative 
failures, despite excellent showings, and 
a small production from two wells. The 
other two will be in the prolific Tam- 
hoyoche sector of the pool, where the 
company has its big well on Lot 5. Der- 

“ck is ben’ erected now for No 4 Tam- 
hovoche, located 400 feet west of the No. 
8, the Tot 5 well mentioned. 

At Soto la Morina, La Corona Petro- 
leum (o’s No. 6 San Jose de la Rusias, 
is redrilling at 2.223 feet in basalt. 

December Shinments 

Shinments of petroleum, crude, tonped 
and distil'ates, from Mexican ports of | 
nrimary clearance during the month of 
December, by companies and ships, were 
as follows: 

From Tampico 








(By Huasteca Petroleum Co.) | 
Dec. Rig, Vessel and Destination Bbils. | 
2 Ss...Wm. Green, New Orleans.. 71,508 
2 Ss...Geo. E Paddleford, N. O... 48,701 
2 Ss...City of Everett, New York. 25,981 
2 Rrg.Socony 83, New York...... $31,064 | 
3 Ss...J. M. Danziger. New York. *69,010 
3 Ss...Catania, Galveston ........ *18.803 | 
5 §s...Topila, Panama ........... *48,670 | 
6 Ss...Edw. W Doheny Jr., Rio.. *70,723| 
9 Ss...Edw. Dohenv ITI, Providence *76,764 
11 Ss...Geo. W Barnes, Portland... *62. 056 | 1 
11 Ss...Wm. Green, New Orleans.. 71.007 
12 Ss...Paul H. Harwood, Boston.. *66,370 
13 Ss...Brilliant, New York........ *23.361 | 
13 Brg.Socony 85, New York...... *30.725 
15 Ss...S. M. Spalding, Baltimore... 66,269 
15 Ss...Harold Walker, New Orleans 69,355 
17 Ss ..Catania, Galveston ........ *18.951 
19 &s...Herbert G. Wvite, Baltimore 40,430 
21 Ss...G. E Paddleford. New York *45.284 
22 Ss...C. A. Canfield, New Orleans 62,704 
28 Ss...J. M. Danziger, New Orleans 71,662 
25 Ss...Huasteca Grande, Galveston * 2,890 
25 Brge.Magdalene, Galveston : ; 
25 Ss...Perfection, New York 
25 Bre.Socony 90, New York 
26 Ss...Harold Walker. Baltimore. 68, 821 
26 Ss. m. Green, Providence.... *64,998 


same formation. | - 















+.»Maricopa, Tocopilla ....... *61,857 (By The Texas Co.) 
.City of Everett, New York. 26,123) 5 Ss...Pennsylvania, Norfolk....... 62,683 
.-Bocony 83, New York...... *30,235 December Summary 
From Tampled.......csosccdiscecse 3,377,671 
peanane OU Ga ce Many peckee) [Cee SUMMR ae ence sny abr ar Ae 1.212.268 
...John D. Rockefelle, Matanzas 28, an ee POG SOOM, 2004298 Sa = oe : Rabeadoe 7 
-.John D. Rockefelle, aeons *41,075 Total December ...........-<sse- 5,604,298 
-City of Everett, New York.. 26,066; otal November ..........-++0++ 5,576,255 
-Matinicock, Baltimore 5 : eauhianaine 
-Matinicock,  Baltitmore Dileiiee. 03 SES 28,043 
-Princeton, Jacksonville ’ . 
...Princeton, Jacksonville ’ Division of Movement 
...-Bacoi, Port Tampa ........ . To the United States ............: 3,990,794 
..H. M, Flagler, Porto Rico. 41,502) To South America ...........+++. 752,997 
..H. M. Flagler, Porto Rico... *26,303| To Mexican coastwise ...........- 477,812 
..James McGee, Baton Rouge 29,478) To Cuba ........ eee e cece ee eeee 114,022 
..City of Everett, New York.. 26,232! To Great Britain ................. 102,896 
-Baton Rouge, Port Tampa.. 46,379 | To Canada ........es cece ec eeneees 62,896 
Bunker deliveries ......... 47,614 | To bunkers (to balance) EY 102,881 
SE <3 5 Wa SAR oe Ae 0 od eee 449,330 Total (to balance) ..........++++- 5,604,298 
*Denote oils other than crude. 


.(By Freeport & Mexican Fuel Oil Corp.).. 








MAY EXTEND A FIELD 


Tampico, Mex., Jan, 12.—There were 
no wells completed in Mexican fields the 
past week, although Transcontinental 
Petroleum Co.’s No. 1, Lot 135 fon in the 
| is commencing to attract attention in t 
| South fields as the drill is now 1,920 
/ n a shale, the test carrying the Aes 

‘neh. Should this well come in a bi 
producer it will act as an additional lin 
connecting the old defined fields of Los 
Naranjos (Amatlan) with the south ex- 


| tensions of what is now the Tepetate- 


Chinampa pool. 

Another test that will again soon at- 
tract attention is Mexican Gulf Oil Co.’s 
No. 3, Lot 8 Tepetate, which has been 
|shut down the past several months at 

















3 Ss...Henry Farnum, withheld... 29,522 
4 -Walter Hardcastle, withheld 31,064 
7 Ss...Tamesi, withheld .......... 19,456 
9 Brg.Badger, withheld .......... 13,956 
|} 10 Ss...Panuco, withheld .......... 23,030 
12 Ss...Gene Crawley, withheld.... 31,667 
|} 15 Ss...Tamesi, withheld ......... 3,124 
15 Ss ..Walter Hardcastle, withheld 29,915 
16 Brg.Brittania, withheld ........ : 
16 § -Panuco, withheld 23, 
22 Brg.Badger, withheld . 
24 > -Gene Crawley, withheld.... 29,179 
24 -Henry Farnum, withheld... 30,172 
24 -Tamesi, withheld .......... 23,310 
30 Ss --Panuco, withheld .......... 23,730 
30 Brg. Badger, er Te Er Le 14,023 
Bunker deliveries ......... 14,887 
TE. i taove 00d owes paren ates 388,033 
(By Mexican Eagle Oi! Co., Ltd.,) 
3 Ss...San Melito, Great Britain. .*102, 896 | 
11 Ss...San Gregorio, Rio de Janeiro *32, 750| 
11 Ss...San Gregorio, Beunos Aires *68,257 | 
30 Ss...San Patricio, Buenos Aires *64,827/| 
30 Ss...San Patricio, Santos, Brazil *28,458 
Bunker deliveries ; 5,618 
Total ’ 302,806) 
(By East Coast Oi! Co.) 
4 Ss...Torres, Galveston ...... 49,094 
4 Ss...F-Sulphur 1, Galveston 20,670 
4 Brg.F-Sulphur 4, Galveston 13,730 
8 Ss...F-Sulphur 1, Galveston 20,716 
14 Brg.F-Sulphur 3, Galveston 12,496 
14 § -F-Sulphur 1, Freeport 19,292 
20 ...F-Sulphur 1 Freeport 20,468 
23 ve F-Sulphur 3, Galveston 14,00" 
25 -F-Sulphur 1, Freeport 20, 90 
Bunker deliveries 
Total ewe -~ 194,534 
(By Pierce Cil Corporation) 
3 Ss...Mexicano, Texas City ...... *22,397 
7 &s...Pennant, Port Arthur *23,164 
12 &s...Mexicano, Texas City *21,34 
24 Ss...Pennant, Texas City *10,87 
24 Ss...Pennant, Texas City 21,418 
27 Ss ..San Joaquin, Taltal *37,372 
Bunker deliveries 20.57 
Total : 165.14! 
(By The Texas Co.) 
8 Ss...Louisiana, New Orleans 25,632 
'2 Brg.Tampico, Port Arthur 18,882 
12 Brg.Fletcher, Port Arthur 6.66 
18 Ss...Louisiana, Port Arthur 26.0° 
22 .Topila, Port Arthur 2, 
24 Brg.Dallas, Port Arthur . § 
24 Brge.Tampico, Port Arthur 18. 666 
Total .. 183.46 
(By Mexican ‘Gulf. Cil Co.) 
4 £s...Ligonier, Port Arthur . 34,32 
12 ...Ligonier, Sparrow's Point 24,32: 
12 Bre.Juniata, Port Arthur 14.97 
12 Brge.Susquehanna Port Arthur 14,57 
17 Brg.Conneaut, Port Arthur 16,950 
17 Brge.Monongahela, Port Arthw 17,01° 
27 Brge.Susquehanna, Port Arthur 14,625 
27 Brg.Juniata, Port Arthur 15.00 
3unker deliveries 1.47 
Total ossee 163.370 
(By National Petroleum Corp.) 
2 Ss...Holden Evans, Port Tampa 30,477 
29 Ss ..Holden Evans, New Orleans 30,466 
Total eae 60,964 
(By Interocean Oil Co.) 
16 Ss...Aztec. Baltimore ........ 50,493 
(By Talvez Cil Co.) 
Dec Brg.Col. Moore, Port Aransas.. 23,583) 
(By New England Fuel Co.) 
12 Brge.Chagres, Beaumont ........ 11,878 
From Tuxpam 
(By Penn Mex Fuel Co.) 
3 Ss...A. C. Bedford, Baton Rouge 101,093 
7 Ss...Los Angeles, New York..... 67,889 
9 Ss...Borgestad, Baltimore 37,022 
14 Ss ..F. H. Buck, New York 58,085 
14 Ss...Trontolite, Halifax ........ 62,896 
16 Ss...J A. Bostwick, Baton Rouge 79,984 
29 Ss...Standard, New York ...... 117,490 
29 Ss...J. A. Bostwick, New York.. 80,735 
30 Ss...W. C. Warden, New York. 103, 794 | 
Ape ae din bus aie an 708, 988 
(By Mexican Eagle reste Co.. Ltd.) 
Coastwise deliveries ........ por 839 | 
Coastwise deliveries ....... 58,973 
Bunker deliveries 25,463 | 
Total Saad kearas-6-0n:0 503, 275 
From Port Lobos 
| (By Island Oil & Transport Corp.) 
2 Ss...Standard, New York ....... 118,474 | 
7 Ss...Wellington, Newark ........ 31,126 
10 W. C. Teagle, New York ....... 100,495 
10 Brg.Providence, Beaumont ..... 15.627 
11 Brg.Lynn, Beaumont ........... 15,841 
17 Ss ..Caddo, Pisagua ........... 58,751 
22 Ss...Montrolite, Pisagua ...... 58, 3 
| 26 Ss...Bradford, Pisagua ...... 55,149 | 
30 Ss...Borgestad, Baltimore 36,975 
WORRY. 6 c.6. din. Sie Sears 00's seins 490.756 
(By Cortez Oil Corporation.) 
4 8s...J. C. Donnell, Philadelphia. . 
5 Ss...La Habra, Tocopilla ........ 66,273 
12 Ss...Coalinga, Antofagasta 73,165 
23 Ss...San Joaquin, Taltal ... -. 28,426 
25 Ss.. M. Burton, New York. 77,768 
29 Ss...J. C. Donnell, Philadelphia 107,701 
Tota! ® 460.925 





al 
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MEXICAN FUEL CO’S BIG TOPILA WELL 
When it blew in recently it shot the tools 
high in the air—240 feet above the derrick 
|} to be exact—the bit turning skyward as the 
derrick was cleared. The drill stem then 
fell back across the derrick, bending down 
on each side of it as noted in the picture. 


2,000 feet in a _limey shale. The Gulf 
is re-rigging to drill this test in, and the 
drill will probably be at work within 


the next 10 days. It is quite possible 
that only a few more feet will suffice to 
complete the test. The other South 


fields operations are routine in the ex- 
treme. In Lot 5 Tepetate, Cortez Oil 
98s | Corporation continues to drill in its No. 

the drill being 2.530 feet in the shale, 
| with no signs of the pay. Mexican Eagle 
Oil Co., Ltd., has cemented the 10-inch 
_|in its No. Los Naranjos (Lot 260, 
| Amatlan) at 1,681 feet in a lime shell, 
| and is temporarily shut down waiting for 
| the cement to set. The Texas Co.’s No. 
1, Lot 133 Chinampa is still a problem 
|of whether the hole can be cleared of 
| junked 10-inch, which parted some time 
ago, or not; and if the hole is abandoned, 
| whether a new one can be started under 
ithe same authority and number remains 
to seen. Cosden & Wilson have a 
|fishing job on at Tamantao; while the 
Quebrachita test of the same company is 


107,602 | drilling in shale with shell traces, the 


work going slowly owing to a Iack of 
water. In the San Sebastian district, 
H. Stoopen, No. 1, Lot 2. has worked 8- 
inch down 2,480 feet, und continues hav- 
ing trouble to get it down to the bottom 
of the hole drilled 2,630 feet in shale. 
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WHY GUESS WHEN YOU MAY KNOW? 


[IF YOU INSTALL 


FOXBORO 


TRADE MARK 


RECORDING INSTRUMENTS 


You can have a permanent 
NIGHT-AND-DAY RECORD OF WHAT HAPPENS 
In your plant while you are away 
























SOME SOME 
INSTRUMENTS INSTRUMENTS 


ORIFICE METERS 
THERMOMETERS 
CO, RECORDERS 
HYGROMETERS 


RECORDING GAUGES 
INDICATING GAUGES 
TIME RECORDERS 
DRAFT GAUGES 























PLANIMETERS PYROMETERS 
LIQUID LEVEL TEMPERATURE 
GAUGES CONTROLLERS 
Write for our New Power Plant Bulletin O-/ 15 
THE FOXBORO COMPANY, Inc. 
FOXBORO, MASS., U. S. A. 
New York Chicago ~ Pittsburgh San Francisco Birmingham Detroit St. Louis Peacock Bros., Montreal 























MUNCIE CRUDE OIL ENGINE 


The Engine that gives the best efficiency on the cheapest of crude and fuel oils 





Simple Heavily 
Safe Built 
Sure In Service 
to 15 years in 
Start all oil fields 
MUNCIE CRUDE OIL ENGINE 
Type C, Special Heavy Duty Design 
Easily and quickly started. Smooth running as steam. equipment, etc. Also engines for field pumping, equipped 
Reliable and guaranteed for 24 hours’ continuous service with Straight Drive or Reversible Muncie Clutches. Sizes 
duty in pump stations, booster stations, refineries, lighting 10 to 125 H. P. single units. 


Address O.C. Dept, MUNCIE OIL ENGINE COMPANY, Muncie, Indiana 
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Fort Worth—the Cer 


Fort Worth gained 20,000 of its 120,000 p@fion 
ing now at a rate of more than 3,000 per 


Texas and the only large city adjacent to tif ne 
FORT WORTH of wealth into it weekly. 4 Three large fries 
years. Three others are under constructi@jwo 


dozen more are considering Fort Worth asfitio 
State center at Fort Worth. 4 Come to F@ort! 





















































The Heart of Oildom 
The Pipe Line Center of Texas 
The Refining Center of the Texas Fields 





Where Golden West and Sunny Southland 


meet. 


Fort Worth is famed for its churches, col- 
leges and schools. Both the number and 
the beauty of the buildings make its churches 
a dominating feature of the town. It has 
one university, two Class A colleges, four 
business colleges and 27 public schools. 








Two miles west of the city lies Camp Bowie. 
Within a radius of 14 miles there are three 
of the largest flying fields in the country. 
Officers and men from camp and fields lend 
savor to the social life of the city. 


Ten trunk lines enter Fort Worth. Through 
it must pass 65% of all railroad traffic coming 
into Texas. The finest of paved streets in 
the city are linked with pike roads running 
to Lake Worth and surrounding cities. Five 
national highways pass through Fort Worth. 


It has 27 beautiful parks, including Lake Worth and the 
surrounding land, located six miles from the city. Lake 
Worth is the largest artificial body of water in the State. 
It is over 20 miles in length. Croppie, bass, perch and 
catfish abound in its waters. It is the delight of the 
lovers of water sporis. Throughout the summer the 
bathing beach is thronged daily. 








BATHING, LAKE WORTH, SLES 











For Further Injstio 


FORT WORTH CHAR 
FORT WO 
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ar of Texas Oildom 


000 p@ion within the past two years. It is gain- 
) per It is the gateway of the empire of West 
1t to tl new oil fields which are pouring millions 

large fries have been located in Fort Worth for FORT WORTH 
tructi@/wo more are ready to begin building. A ; 


orth asfation. The oil and gas pipe lines of the 
e to F@orth—it is the place to make your ‘home. 
























































The Manufacturer’s Mecca 
The Capital of the Cow Country 
The lhird Packing Center of America 





The greatest farm produce market of the 
Southwest. 


Lake Worth furnishes the city with an 
abundant supply of water. Ten trunk-line 
railroads give it the best of transportation 
facilities. The discovery of unlimited quan- 
tities of natural gas west of the city will give 
it the cheapest fuel in the country. With 
these facilities, the building of the merchant 
marine and the consequent growth of com- 
merce with Mexico, Central and South 
America, Fort Worth is destined to become 
the manufacturing center of the South. 


It is truly an American city. The percentage 
of native-born population is high. Added 
to the hospitality for which the South is 
famed. there is a keen vitality and the pro- 
gressive spirit of the West. The climate is 
mild and roses cling to their bushes until 
the holidays. Health conditions are excel- 
lent, with a death rate as low as that of any 
city of equal size in the country. 








_ -_ " 

_ 

\ \3 Around Lake Worth runs the famed meandering road, 

a + @, from which vistas unsurpassed in beauty « pen themselves 

& =) fo to the motorist. Thousands of camps line the shores 


of the lake each summer. 
(TH, SLES FxOM FORIL WORTH 




















her Imfation, Address 


AIBER OF COMMERCE 
VORH, TEXAS 
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Friday, 

Panuco and Tovila the next stop. This lies on the 

At Panuco, Mexican-Sinclair Petro-| west side of the field about five miles from 

leum Corporation’s No. 2 Maza, Lot 1/|Salt Creek town and the Ohio has quite 

0 PEN HEADQUARTERS Camolote, is drilling in limestone at 1,809|a number of shale wells besides the holes 
feet. Tampascos Co.’s No. 2 rri-|that are drilled to the regular sands. 

N }gan, is continuing to clean hole of the| Field Superintendent S. H. Yailey, of 


FORT WORTH 


















PRESENT FUTURE 
CENTER OF FETROLEUM 
TEXAS METROPOL/S 
O/L OF THE 
| QEVELO-EMENT. SOUTHWE 'S 7. 








Fort Worth has the most direct rail connections of 
any city in the Southwest with the oil fields of Texas, 
Oklahoma and Louisiana. 


Fort Worth is located on ten trunk line railroads 
with eighteen outlets. 


One hundred large oil concerns have been established 
in Fort Worth during the past six months and this 
number will be doubled in the immediate future. 


For the accommodation of,new oil concerns coming 
to this city new construction to provide 200,000 
sq. ft. additional office space has been announced. 


Within the next few months over 500 new homes 
will be completed for the accommodation of oil men 
and their families. 


Fort Worth’s central location and superb transpor- 
tation facilities make it necessary for all traffic to and 
from the Texas oil fields to pass through this city. 


Ninety per cent of the oil men operating in the Fort 
Worth fields maintain headquarters in Fort Worth. 


Desirable refinery and warehouse sites, with adequate 
trackage facilities and pipe-line connections, are avail- 
able at reasonable prices. 


For further information, write, wire or phone 


The Chamber of Commerce 


Department of Oil Development 


Fort Worth, Texas 


junk that was put in in order to straight- 
‘en it, and a straight hole is resulting, the 
test being around 2,030 feet. Cia. Pe- 
trolera Pueblo de Panuco’s No. 1 Sal- 
|vasuchi is drilling at 1,975 feet with a 
| showing of 75 bbls., but is having some 
|delay through the bit which it side- 
| tracked falling into the hole again. An 
interesting feature in the Camolote sec- 
tor is promised in the Sag of Cia. 
Petrolera El Triunfo’s No. 1, t 6, 
Camolote, which has been shut down over 
a year at 2,470 feet, where it had a show- 
ing of 70 bbls. Allison Smith has the 
contract to deepen the hole and is trying 
to get it cleaned out at this writing so 
the tools can reach bottom. 
| Topila comes into notice again, with a 
|new test being commenced by the Mexi- 
ean Fuel Co., which, having had a taste 
of the real pay in its No. 3 Tamboyoche, 
is evidently going to play this prolific 
spot to the limit. Derrick is being built 
and material assembled for No. 4 Tam- 
boyche, which will be 400 feet west of 
its big No. 3, on a subdivision of. the 
Panuco River Fruit Co.’s property. 
Mex’ern Notes 

Island Oil & Transport Corporation 
has taken over the properties of the old 
Otontepec Petroleum Co. (Kimball-Buck- 
ley and others) the properties in question 
consisting of 7.000 acres of desirable 
leases in the Chinampa-Amatlan sectors 
,of the South fields. 
| Transcontinental Petroleum Co. has 
received here the dry dock it purchased 
in taking over the floating prepestine of 
the Interior Navigation Co. he dock 
came down from the States under tow. 
It is in four sections, and is so fitted that 
the sections may be used separately as 
well as conjointly. The dock will be or 
great service in assisting the company to 
maintain its river fleet in good condition. 

William Green, acting general superin- 
tendent of the Huasteca Petroleum Co 
in Mexico, has returned from an extended 
vacation in the United States. Mr. Green 
had as guests on board Edward L. Do- 
heny’s yacht Casiana, when he arrived 

H. Snowden, of the firm of Snowden 
Bros., interested in a drilling test in the 
South ‘fields, and Frank H. Hitchcock. 
of Massachusetts, postmaster general in 
the cabinet of President Taft: 





| Wyoming Fields 


| Continued from Page 28.) 
jof rod lines, power houses, or rigs and 
;slow moving walking beams that are 
|noticeable in other oil districts. Inside 
| the escarnment the ro!ling buttes hide the 
wells from the visitor unless he is ex- 
perienced in judging views in the thin 
mountain air of theis country. After 
journeying a mile away from a deep 
gulch or coulee that may be a mile wide 
and contain many rigs and drilling wells.. 
the rolling buttes merge together so that 
it requires a sharp eye to tell where 
the valley is and the whole Salt Creek 
field often presents only a half dozen 
derricks scattered over 30 miles of terri- 
tory visible from a central point, yet at 
the same time the onlooker is viewing 
hundreds of wells that are half hidden 
by the buttes or else show only as black 
posts of the casing topped by the head. 
At the compessor plant the party was 
welcomed by Mr. Finney. the construc- 
tion engineer and Mr. Andrews, the gaso- 
line expert of the nlant. After looking 
over the greet engines and compressors 
the party left for the Midwest home 
eamn, as the town of Salt Creek is styled 
The home camp is always the camp 
where the field superintendent lives and 
where the company erecting the camp has 
its: field headquarters. Salt Creek was 
built wholly by the Midwest and is a 
model town, with a large hospital. stores 
warehouses, bunkhouses for the unmar- 
ried men and dwellings for the men who 
prefer to bring their wives out to miti- 
ente the desert loneliness. One of the 
largest buildings is the main eating room 
or hotel where the workers have their 
meals and this contains the great dinine 
room «with three tables each nearly 100 
feet long. Some of the wells are located 
in the town itself. and back of the head- 
quarters office building stands one of the 
derricks all boarded up for fire protec- 








tion. 
Field Superintendent D. L. Lewis, for- 
merly of Washington, Pa., did the honors 





/the same firm, who is also stationed at 
the home camp, was laid up with a light 


for the Midwest. Howard Carnahan, of 


but was on the mend. 


the Ohio, was at this camp. 


In Withdrawn Area 

From the Ohio camp, the party then 
drove to the Hanle Bird lease, the 
first operation in the Salt Creek field 
proper. The wells here are now shut in 
as are all the wells inside the withdrawal] 
area by the recent orders of the Govern- 
ment and no matter which side is in the 
wrong it appears a most woeful waste of 
oil to permit the present conditions to 
prevail much longer. One of the wells 
on the Hanley Bird lease is seven 
years old and will still do its 200 bbls. 
every day, although the hole has never 
been pumped since it was drilled. Since 
the recent shut-down order went into 
effect some queer happenings have been 
recorded in the production of the wells. 
When the Stocks gusher was shut in, it 
was doing about bbls. per day and 
a few days ago the hole was opened to see 
‘f the shut-in had had any effect on the 
well. When the valve was opened full 
the well only made a few feeble spurts 
and did less than 50 bbls. When some 
of the wells on the Hanley-Bird lease 
were being shut in, the oil broke out 
around the well and in spots 50 feet awa 
from the hole the flows came up throug 
the ground. The men in charge then 
opened the gates again and allowed the 
oil to waste rather than spoil the hole. 

It is noticeable that the shale wells out 
on the edge of the field have suddenly in- 
creased production since the shut-in order 
went into effect and holes many miles 
away from any well have suddenly risen 
from a few barrels of C9 production to 
hundreds of barrels uction per day. 
The sudden drop in the production of the 
Stocks gusher is likely due to the break- 
ing through of the barrier into a shale 
fissure that connects with wells on the 
outer edge of the field. 

One of the early shale strikes on the 
west side of the field was made by the 
Mosher Drilling Co. that drilled in the 
new strike on Section 16. this week. The 
shale well was abandoned at 1,800 feet 
as a duster by its owners, but the Mosher 
firm had faith enough to drill the well 
an additional 100 feet for half of what 
they found. At 1,890 feet the tools struck 
a fissure that is still producing oil at a 
great rate. 

From the expressions of oil men who 
commented on the stand of the Govern- 
ment in regard to the withdrawal areas, 
the whole matter is summed up as the 
egotism of a few officials at Washington 
who want to pose before the public as 
watehdogs of the treasury and protectors 
of the public money and lands. 
These officials, it appears are always 
erying out against the rich monopolies 
that are grabbing the public domain, but 
they are careful to generalize rather than 
rome out openly in their accusations, for 
the facts are that the big companies, 
such as the Standard Oil Co. and others 
of the larger oil firms have carefully kept 
away from any altercation or from be- 
eoming involved in the land cases. Those 
whom the Government officials are hurt- 
ing most are the small oil operators who 
have staked their all and are trying to 
vet back at least a small part of what 
they put in. 
The Hanley & Bird lease is deteriorat- 
ing from an investment that would have 
heen worth millions, under good manage- 
ment. An instance is cited in Casner 
where a widow with two sons in the 
army in France, and without support 
vathered enough to take her to. Washing- 
ton to make a personal plea to the offi- 
eials there to release the property she 
had in Salt Creek so that she could live 
comfortably until her boys came home. 
Field News 
The Frannie Oil Co., drilling on the 
Polecat Dome, close to the ontana 
State line and near the Elk Basin field is 
down 1,800 feet and having some trouble 
with the hole. They ex to under- 
ream the 12-inch and will set in more 
of that casing in order to shut off the 
cave. This well is the most interesting 
one in the Upper Big Horn Basin, as it 
is a wildcat, located on a structure that 
will mean a lot of development if the 
well comes in a good one. far, the 
formation has been lar and it looks 
as though the hopes of the operators are 
to be fulfilled. 
Kirby Creek, in the southern end of the 
basin, has received a black eye in the 
past week. Five dry holes are recorded 
against this premising structure. Three 
of the aeres were of the Ohio Oil Co. 
and two belonged to other firms. How- 
ever, the development work is still going 
on at a g 
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The Ohio Oi 


Co.’s home camp was 











ood rate and operators do not 
disheartened in the least. 


appear to be 
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SAVE YOUR BOILERS 


Stop Burning Crown Sheets 


We are installing the Swaim Controlling Device on 30 days free 
trial, to prove its worth. This patented device is fully guaranteed 
to regulate the Water and Gas, and protect the boiler from be- 
coming burned. If the water supply stops, the Swaim promptly 
and automatically shuts off the gas and blows the signal whistle. 


Engineers and Erectors of Steel Structural Work 





Steel Storage Tanks, all sizes, Oil Refining Equipment, Run- 
Down Tanks, Condensers, Agitators, Oil and Steam Stills, Swaim Controlling Devices, Our 
Own Gas Controllers, Standpipes, Boilers and Stacks, Bleachers and Coolers, Separating and 
Settling Tanks, Structural Iron Works. Our facilities for immediate service are better. 


Let us estimate on your requirements 


YANKY TANK CONSTRUCTION COMPANY 
206 W. Central Avenue, El] Dorado, Kan. 























EMPIRE REFINERIES” 


“SUBSIDIARY CITIES SERVICE COMPANY” 


MANUFACTURERS OF HIGH GRADE 


PETROLEUM 
PRODUCTS 








REFINERIES: 
OKMULGEE, OKLA. CUSHING, OKLA 
PONCA CITY, OKLA. OKLAHOMA CITY, OKLA. 


ALSO OPERATING 


PRODUCERS REFINING COMPANY, Gainesville, Texas 
STANDARD ASPHALT & REFINING CO., Independence, Kan. 


Address all communications to the Company. Sales offices, TULSA, OKLAHOMA 
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The -first-two  wells-on-the dome, drilled 
by the Ohio, are still flowing at close to 
200 bbls. each and the oil is a very high 
grade crude. Several other holes are on 
top of the sand waiting for tankage be- 
fore drilling in. 

Lance Creek is quiet. The deep holes 
there near the sand are marking time 
and only occasionally is there anything 
to cause a flutter of interest. Rock Creek 
and Southern Wyoming are making anane 
strides in development and the supply 
firms are going into that territory 
National Supply Co. will open a store at 
Rawlins the coming week and James In- 
graham, of the Casper store, will be in 
charge with Mr. Daniels, formerly of the 
Irvine, Ky., store, as assistant. 

The body of a man was found in the 
sump of a drilling — near the Parker- 
ton station, in the B  Bpesy / field. The 
body was later identified as that of Wil- 
liam Thompson, who had been employed 
in the field and was first, missed about 
six weeks ago. Themgoos was thought 
to be mentally weak and that he stumbled 
into the sump in the night and drowned 
in the mud without making an outcry 
that could be heard over the noise of the 
machinery. The man hailed from Butte, 





Mont. 

Glenrock escaped a bad fire last week 
by a small margin. A teamster hauling 
oil to some leases on the edge of the Big 
Muddy field had allowed some of the oil 
to flow from his wagon onto the ground | 
in the vicinity of the stables. Some ten- 
derfoot started an argument as to wheth- 
er Big Muddy oil could be lighted with a 


match and in order to stop the argument 
one of them applied a pe to the oil 
pool. The tenderfoot got quick action 
and so did the Glenrock citizens, as a 
hstrong wind was blowing and the smoke 
and flames threatened the whole town be- 
fore the chemical engnies succeeded in 
putting out the blaze. One result of the 
fire is that the oil teamsters must not 
haul oil through the town any more. 


TO FILL _UP_LOOP-HOLES 
IN KANSAS BLUE SKY LAWS 








Topeka, Kan., Jan. 28.—Loopholes in 
the Kansas blue sky law are to 
closed tight, if a bill drawn by Ex-Attor- 
ney General S. M. Brewster, in co-opera- 
tion with Walter E. Wilson, State bank 
commissioner, and Frank Organ, attorney 
in charge of the State’s blue sky depart- 
ment, is enacted into law by the Legisla- 
ture. After four years experience en- 
forcing the law, r. Brewster believes 
the law should be reinforced in three par- 
ticulars : 

First—Prevent fake land colonizations 
from coming into the State and selling 
land that is not productive. 

Second—Give a clear legal definition 
of what is an “oil royalty” and to make 
it impossible to sell for money, near 
prospects; also to make , impossible the 
sale of “second royalties.” 

Third—To make it impossible for a 
corporation to sell stock in Kansas until 
after the project has received the approv- 
al of the State’s “Blue Sky” department. 








Specially 


eurred by your constant “pulling-out” 


The best Valve Cup on the market 
noying conditions. Ask your dealer. 


Favorably known to 


Established 1875 





RED GIANT VALVE CUPS 


designed for floating: sand wells. 


the adoption of the RED GIANT Valve Cup. 


Karns Bow Spring Valve Cups 


Sole Manufacturers 


PARKER CUP & SPECIALTY WORKS 
Parkers Landing, Pa, U.S. A. 


That enormous expense in- 
will be very materially curtailed by 
This is no experiment. 
for any pumping well suffering an- 


all the “old timers” 


Incorporated 1911 

















Can You Get 


Four Sizes: 


TULSA, 


Quality 





A full line of Repair Parts always in our 
stock. Prompt deliveries of Pumps and 
Parts for Oil Field, Pipe Line, Refinery 
and Gasoline Plant uses. 





Gaso Duplex Piston Gear Driven Power Pumps 
24’, oe 3%” and 5’’x 10”’ 


Adopted by Prairie, Sinclair, Cosden, Magnolia, Crown, 
Cater, Gypsy, Gulf, etc. 


Write Us for New Catalog. 


Gaso Pump and Burner Manufacturing Co. 


Makers of Rodline, Jerker, Steam, and Gear Driven Pumps 
Gaso Combination Burners for Gas or Oil 


Office and Works 902-14 E. Hodge St. 


Pump Parts? 


| 





FIELD WORK STATISTICS 
Los ANGELES, Cal., Jan. 25.—Decem- 
ber statist.cs compiled by the Standard 
Oil Co. show a net production for the 
month of 8,548,476 bblis., or a daily out- 
put of 275,596 bbls. These figures, as 
compared with those of November, pre- 
pared by the War Service Committee, 





be} show an increase of 213,936 bbls. for the 


month. 

There was a total of 8,434,463 bbls. 
reported as shipments, making a surplus 
in production of 109,014 bbls., leaving 
the amount of crude oil stocks on Decem- 
ber 31. 1918, at 32,042,923 bbls., which 
compared with the same period in 1917, 
shows a deprec'aton in stocks during 
the year of 407,542 bbls. 


The following table shows the awit | 





California Field Operations 


By 0. H. GILMAN 


Lots Hills-Belridge ....... 163 132 4 
CR: nic de van ss heb eeabs 142 114 30 
Lompoc-Santa Maria ...... 02 63 5 
Ventura County-Newhall 47 22 9 
Los Angeles-Salt Lake..... 2 1 10 
Whittier-Fullerton ......... 95 56 11 
Summerland and W’ville... .. <s os 
| ee Pere r Ty 923 736 04692 
Field Operations in 1918 
Rigs -—Wells— 
Field. Com p. Comp. Abd. 
ie: OWES. .. ..cceskccnaan 28 30 
BECK Sttrick ...cccccccccesce 20 18 | 
Midway-Sunset ......--e+0s 234 220 10 
Lost Hills-Belridge ....... 25 47 3 
Ee Ee ae 97 105 24 
Lompoc-Santa Maria ...... 39 45 1 
Ventura County-Newhall 46 33 3 
Los Angeles-Salt Lake.... .. _ 4 
Whittier-Fullerton ......... 29 91 8 
Summerland and W'ville... ee oe 
OOS 2c 'y avnce 6:09 465 ba 618 589 8660 
This shows a decrease in new rigs 


built of 305, a decrease in the number 
of wells completed of 147 and a decrease 





of wells producing in cach field with 
daily and monthly output: 
Number Wells—Output 
No c-—Production—, 

Field. Wells. Daily. Month. 
Kern River ....... 1,996 20,460 634,260 | 
McKittrick ....... 333 7,806 241,986 
Midway-Sunset ... 2,208 87,871 2,724,001 | 
Lost Hills-Belridge 535 13,374 414,594; 
Coalinga ......-«< 1,140 43,805 1,357,955 ' 
Lompoc-Santa Maria 343 17,520 643,120 
Ventura-Newhall 456 4,503 139,593 | 
Los Angeles- | 

Salt Lake ...... 664 3,979 123,349 
Whittier-Fullerton.. 784 76,056 2,357,73 
Summerland ...... 142 147 4,557 
Watsonville ....... 5 75 2,325 

a a 8,606 275,596 8,543,476 


pleted, a gain of 12 over November's 
returns: number of wells drilling, 331, 
or 17 less than was reported in Novem- | 
ber. Forty-one wells were completed, 
against 47 in the previous month, and 
7 wells were reported abandoned, all | 
being in the Coalinga field. The num- 
ber of wells produc.ng shows a gain of | 


—| 
Field work shows 46 new rigs com- | 


135 over the prev.ous month. 

The following summary shows devel- | ¢ 
opments in the various fields: Kern | 
River, new rigs, -+; wells drilling, 5; | 


wells completed, 2. MeKittrick, new | 
rigs. 3; wells drilling, 11; completed, 2. | 
Midway-Sunset, new rigs, 9; wells drill- | 
ing, 78; completed, 11. Lost Hills-Rel- | 
ridge, wells drilling, 10: completed, 2 
Coalinga, rigs, 14; drilling 53; com-| 
pleted, 10. Santa Maria, rigs, 3; drill- 
ing, 28; completed, 3. Veutura- New- 
hall, rigs, 3; drilling, 36; completed, 3. 
Los Angeles-Salt Lake, one well drilling. 
Whittier Fullerton, 10 new rigs, 108 
wells drilling and 8 completed. One well | 
drilling at Summerland. 
The Year’s Production 

Oalifornia during 1918 shows an in- 
crease in production over the year 1917 
of 4,370,038 bbls., the total for the year 
being 101,637,870 bbls., as against 97,- 
267.832 bbls.. according to the statistics | 
of the Standard Oil Co. of California. 

The compiling of field figures during 
the year for the months of May to 
November, inclusive, was turned over to | 
the Pac‘fic Coast War Service Committee 
by mutual consent on the part of both the 
Agency and Standard, which are incor- 
porated in the report, the rema.n.ng 
months being compiled in this report by 
the Standard Oil Co. 

As showing the resnective standing of 
each ficld, the figures herewith enumer- 
ated are given, denoting the increase or 
decrease of each: 





Comparator , ae yee 1918 

Fiel 1918. Difference 
Kern nr 8, 438. 610 7,921,515 574,095 
McKittrick. 3,252,544 3,050,627 201,917 
M’way-S’set.36,560,145 34,048,933 2,511,212 
Lost Hills- 

Belridge . 6,295,329 6,420,079 875,250 
Coalinga oo 16,283,966 * 344,523 
Lompoc-Sant 

Maria ... 8,198,070 7,143,750 %1,345,680 
Ventura County- 

Newhall.. "186,407 1,386,518 * 200,111 
Los Angeles 

Salt ot a 1,501,799 1,397,781 104, 018 | 
Whittier- 

Fullerton. .18,155,440 24,903,613 


+6,148,173| 
56,570 54,613 1,957 
27,375 


27,375 


Total . 97,267,832 101,637,870 

*Increase, 

The fields showing gains were Coalinga, 
Santa Maria. Ventura County and Whit- 
tier-F'ullerton. Those declining were Kern 
River, McKittrick, Midway-Sunset, Lost 
Hills-Belridge, }.os Angeles-Salt Lake and 
Summerland. 

A comparative statement as showing 
the activities carried on in the different 
fields is given herewith: 
Field Operations in 1917 

Rigs -—Wells— 


Summerland. 
Watsonville. 


*4,370,038 








OKLA. 














ve.:} 
| of 
' holding up fairly 


| 188. 


| ing 


lest 250 bbls.. 


in the number of wells abandoned of 42. 
Range of Stocks 

Stocks on hand Dec. 31, 1917.... 

Stocks on hand Dec, 31, 1918.... 


32,450,465 
32,042,923 
Decrease during year 407,542 
Daily decrease during year 1,117 
Loss in Completions 
During the past year there was a total 
598 new wells completed, the work 
prvuportionate through 
the year, showing an average per month 
of 5 wells. When compared with the 
year previous, when 736 wells were com- 
pleted, these figures indicate a decline of 
The most notable feature of the 
vear was the activity in the Montebello 
field, where the number of wells com- 
pleted amounted to nearly double those 
of the former year. Renewed work in 
Ventura County resulted in a large in- 
crease, while all other fields, even includ- 
Santa Maria, where renewed effort 
early in 1937 gave promise of greatly 
improved conditions, seems to have met 
with a setback. The following is a com- 
parative statement of wells completed 





during the two years: 
District. 1918. 1917. 
ee eee sy PPT TT 28 40 
RFF Oe rer 114 
DR 0s + caetilecteedureasawa 80 
SEO ICL Does IC 202 
MeRittrick .....csccce 26 
| Belridge-Lost Hills ... 132 
oS are ee 63 
| Whittier-Fullerton 56 
Ventura-Newhall ........s..ee0. 22 
RE BRO 0005s 0 68.060 ples ea Res ten 1 
TOG én wow cb de 6 cheno aca es ane 598 736 


December Report 

The number of new wells completed in 
December is an ind‘eation of the general 
lack of activ'ty that has featured field 
conditions for some time past, there 
being a total of 39, representing an out- 
put of 8.319 bbls. daily, as a result of 
several good producers in the Montebello 
field. Of the different districts in the 
State, Coalinga seems to be holding its 
own with better results than are being 
found in other fields in the north. The 
report shows a total of eight comple- 
t'ons, although two others fin‘shed in 
the latter pert of the month are not in- 
cluded, as results could not be obtained. 
Six of the eight wells completed here 
show an average of 198 bbls., the small- 
est of these being 160 bbls. and the larg- 
and all are reliable pro- 
new work there 


ducers. In the way of 


| were 14 rigs completed and a total of 55 


wells are drilling. 

Kern River presents anything but an 
animated appearance. There are five 
wells drilling, principally by the Santa 
Fe company. Only one well was renorted 
Gusting the month, good for 10 bbls. a 
ay. 

In the Midway-Sunset there was a 

total of 12 wells completed, five being 
at Maricopa and seven in the M‘dway. 
All were on the small order with the 
exception of one’ by the Southern Pac'fie 
'Co.. which is credited with 450 bbls. a 
day. There was very little new work 
started, nine new rigs going up during 
the month. 

In the McKittrick, Belridge and Lost 
Hills fields no important developments 
are noted. In the former field the Stand- 
ard completed twe small and unimnor- 
tant wells, heavy-grade oi]. At Belridge, 


the Union completed a 15-bbl. well, 14 


eravity oil. At Lost Hills, the Generai 
Petroleum Co. completed a 35-bbl. well, 
18-cravity. 

At Santa Maria most of the work is 
still confined to the Casmalia district, 


Field. Comp. Comp. Abd. 1 
K ESS 9 Ree a RRA: 27 4 where five wells were reported, their 
Te See $i 26 _i/un'ted output amounting to 475. bbls. 
Midway-Sunset ............ $14 232 «419'a day. 
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The Whittier-Fullerton field reports | 18- 9-34 Doheny Pac. Pet., 42.1,404 125 
the usual progress, nine new wells being | }$- $-3{ Doheny Pac. Pet. 18.320F 100 
completed, with an initial output of 5,585 aniGen acs te pata 
bbis. per day. Of these the Standard 2 Al sgetention 475 

has five. The Red Star Petroleum Co. 4 

gets the credit for two wells in the Mon- WHITTIER-FULLERTON 

tebello field, with output of 1,500 bbls.| 3375-12 eee Ce ee rin ake 
each. The Union completed a 500-bbl.| ¢- 2-11 Rea Star (Baldwin), 7.2,983 1,500 
well at Montebello and McGinley a 350-| 6- 2-11 W. T. McGinley, 5...2,868 375 
bbl. weil. 26- 2-11 er (Murphy). HB nes aut 
Following is a list of all wells com- | 18. 3-10 Feb Tonal ose cert 70 
pleted during the month: Stan’rd (Coyote), 49..4,116 700 
KERN RIVER FIELD Stan’rd (Coyote), 50. ‘aog2 760 
Out- New production 5,585 

S. T. R. Co. and No. well. Depth. put. | Wells, 9. 
3-29-28 Santa Fe Co., 25...... 416 1 new 


Total number wells completed, 39; 
production, 8,310 bblibs. 


COALINGA FIELD 
In November 53 wells were completed, the 











Oklahoma and Kansas 
Supplementary Report 
reat t importance is that of 


Refining Co No. 9 on the 
in the bean corner of 


A well of 
the Marland 
Miller farm. 
Section 9-25-3, in the Ponca Cit ae 
Kay County. ‘Okla., which is hi 
bbls. an bour from sand, the bas of which 
is at 3.929 feet. Only one foot of 
was drilled through. his is said to = 
been the third oil-producing sand found 
on this TOO fot the first at approxi- 
mately 1 feet, the second at 2,2 
feet. The latest sand found is undefined. 
‘The National Union Oil Co.’s No. 12 on 
the Long farm, in the southwest corner 
of the northeast of the northwest yuarter 
of Section 29-28-1 east, Blackwell dis- 
trict, got the sand at 1. to 1, feet 
and the well is producing 250 bbls. a day. 

Showing in Hu unty 

The Glayds Belle Oil Co. has a show- 
ing of oil and 3,000,000 feet of gas in 
its wildcat test on the Alexander farm, 
in the southeast corner of the south- 


west of the southeast uarter of 
Section 18-8-10, Hughes Geant at 
feet. E. N. Gillespie had 8,000,000 


feet of gas in his test on the 8. Harjo 
farm, in the southwest corner of e 
southeast of the northwest quarter of 
Section 3-9-11, in the same county. The 
gas was bradenheaded and the drillin 
continued and the well is now at 2,1 
feet and shut down. The oil showing in 
the Gladys Belle well has caused consid- 
erable stir in the trade. There are sev- 
eral other wells es. in the county, 
put none below 650 f 

rhe Concord Ol Co’ . No. 1 on the 
Chaffee farm, known as the Red Cross 
well, located in the northwest corner of 
the southeast quarter of Section 30-23-38 
west, Garfield County, was reported on 
Wednesday to have had a showing of 
oil at 2,230 feet. A scout for one of the 
largest operating companies reports to 
headquarters in Tulsa that he could find 
no evidence of oil, but a Garber corres- 
pondent says there was 75 feet of oil in 
ithe hole and that the driller so reported 
to the owners  & telephone. This lease 
was donated by W. A. Chaffee, his offer 
having been that the operating company 


lor individual split 50-50 with a_ trust 
| fund that would be 7 a L equal parts 


to the Red Cross, the Y. M. C. A., the 





Garber schools and a widows’ and or- 
phans’ fund. The Concord Oil Co. was 
organized and 4 ted the lease on the 
terms above sta Chaffee owns 
acres near the Red Cross lease and want- 
ed the territory tested. 


Failures County 

The Round Up Oil Co.’s No. 1 on the 
ockrell farm, in the center of the south- 
east of the southeast of the northeast 
rapt of Section 33-23-4 west, Garfield 

het is dry w= has been abandoned 

2.725 feet. The Cosden Oil & Gas 
be.’ s No. 2 on the Norton farm, in the 
northeast of the northeast quarter of 
Section 14-22-4, was given a shot in sand 
at 2.110-15 feet, but responded -—_ yn 4 
15 bbls. daily production. The well has 
been drilled to 2,175 feet. The he 
Petroleum Co.’s No. 4 on the Schroeder 
farm, in the southwest corner of the 
northwest of the southwest quarter = 
Section 18-22-3 west, which started off 
wt WC bbls. a day from sand at 2,170-74 
feet, is now making 100 bbls. a day. This 
well also had a 10,000.000-foot gas pro- 
duction from sand at 1.945-@0 feet. No. 6 
is drilling close to 2,000 feet and No. + 
is past 1, feet. The Prairie Oil & 
Gas Co. has plugged No. 1 on the Dix 
farm, which has been shut down for 
sone time, as a definitely known failure, 
at 2.930 feet. It is in the southeast cor- 
ner of Section 35-22-4 west. 

Noble and others’ No. 1 on Lot 14, 
Block 4. town of Quay, in Section 31- 
20-€ east, is a 25-bbl. well from sand at 
$190 to 3,265 feet. It was shot with 
10 quarts of explosive. The Gypsy Oil 
Co.’s No. 5 Page, in the southeast corner 
of the northwest of the northeast quar- 
ter of Section 7-19-6 east, was flowing 
SOM bbls. a day on Wednesday from sand 
at 3.09% to 3.1145 feet. 

In the Broken Arrow district, Tulsa 
County, the Carter Oil Co. plugged a 
dry hole. No. 1 Barnett, in the center 
of the south line of the northeast quarter 
of Section 13-18-14. It was drilled to 
1.280 feet. 

In the Stone Bluff district, Muskogee 
County, Peterson, Page and others have 
a failure in No. 1 on the Scales farm, 
in the northwest corner of the southwest 
of the northwest of the northeast quar- 
ter of Section 19-16-15. 

Okmulgee County Results 

H. F. Wileox’s No. on the Alberty 

farm, in the southeast corner of the 


‘northwest quarter of Section 36-15-11, 





LYONS 


The Law of Corporations. 
The Law of Oil and Gas. 


‘ 





22-19-15 Universal Oil Co., 15..1,445 75 
aerate auucpere eg 28.3,268 175 daily 7 an amounting tna bbls. 
-19- outhern Pac. Co., 74.2,86 200 ells Abandon 
19-20-15 Southern Pac. Co., 57.3,100 150 | j 
31-20-15 Southern Pac. Co., 66.3.040  165| During the month of December a total 
14-29-16 The Shell A as Peaed 2.000 38 - 35 —_ was reported to «* ante 
-19- e She O., 42 ..4..2,457 inin ureau and pl on e list 
2-19-15 Standard Oil Co., 13.. 2,300 250 | as a es Accor — all ees 
New production .... 1,190 | lists in the compilation of statistics, the 
Wells, 8. aes of ee ee cone © 
a question of some doubt as to what 
ail ois a ae eee se 50| really, constitutes an abandonment. In 
31-12-28 Southern Pac. Go.. 441.575 20 | this list are 12 wells owned by the Enos 
-12- y we 7 i a ed in the Kern River field. 
35-12-24 Midway Oil Co., 14..1,780 100| Oil Co., located in 
35-12-24 Midway Oil Co., 44..1,712 30| They were old pumping wells abandoned 
7-11-23 Standard Oil Co., 10..1,550 78 | from time to time, but re rted in order 
en abehocten 275 | to conform to State laws, but in the com- 
Wells, 6. piling of reports no account is made of 
cieiaeea> com = them. In the Montebello field 10 wells 
26-31-22 Calif Star oo Co., 11.1,031 10 wilde abend nek es = Bm ye 
26-31-2 o., 11.1, wildeats an ry holes. one of these 
36-31-22 Pyramid “Oil Gos ids. ato 20 appear in the field statistics. Following 
26-31-22 Dabney & Soudan, 1i. 698 40| is = list of wells abandoned : 
26-31-22 Dabney & Soudan, 10. 544 20/5. R. Co. and No. 1. District 
1532-24 Southern Pac. Co., 38.2,910 490 | 22- 7 11 Central Oil Co. 2ib sat | Whittier 
8-32-23 Santa Fe Co., 40...... 910 25| 6-29-28 Bees Oil Co. wells Nos. 1, 5, 
° — 7, 12, 14 to 20, inc.. .Kern River | 
New production 655| Quati Ass’ ted. No. 1 (wildcat.Los Alamos | 
Wells, 7. Los Gatos Traders Oil Corp. 1 (w) Los Gatos | 
}14 eneral et _ eS Fr idway 
McKITTRICK FIELD |25- 1-13 Amalgamated, 1 (Hunting- 
36-29-20 Standard (McPhee), 3 954 0) ton wildcat) ........ s Angeles | 
6-29-20 St’ard (Seabreeze), 1.1,197 10 | 32-32-24 General Pet. Corp., 14....Midway | 
5 — | 24-32-23 Jameson Oil Co., 7....... Midway 
New production 70|35- 1-12 Pan American, 1 (w). “sz Mlaway | 
Wells, 2. He zee yom mony 1 (w)..Montebello | 
- 2- an merican, 2 (w)..Montebello| 
LOST HILLS-BELRIDGE | 2- 2-12 Pet. Midway, Ltd. (2w).Montebello| , 
36-27-20 Union (Belridge), 15.. 823 15 | 31- 1-11 Pet. Midway, Ltd. (w)..Montebello| 
19-26-20 Gen. Pet. (L. H.), 107 975 35 | 31- 1-11 California Star, 1 (w)..Montebello| 
—|5- 2-11 Red Star Pet. Co., 1 (w). Montebello | 
New production 50| 6- 2-11 Pt. Midway, Ltd., 1 (w).Moutebello | 
Wells, 2. | Mounee | ah oo ok (wildcat). ..Casmalia | 
- | tandar S Se Boe oeses way 
SANTA MARIA FIELD 32-31-23 Calif Midway Oil Co., 1..Midway 
22- 9-34 Union (Escolle), 10...2,270 100 | 20-28-28 Prosperity Oil Co., two fail- 
19- 9-34 Ass’td. (Peshine), 71.1,385 ~~ 105 UPOB wccccccccccccccces Kern River 
c ™ = ’ 
| LAWYERS 
; 
TULSA 
} 
| 
| 
REFER TU 
| BOARD OF EDUCATION OF THE CITY OF TULSA, Tulsa, Okla. 
ROXANA PETROLEUM COMPANY OF OKLAHOMA, Tulsa, Okla. 
PIERCE OIL CORPORATION, New York 
YARHOLA PIPE LINE CO., Tulsa, Okla. 
MR. JAMES KING DUFFY, 17 Battery Place, New York 
MR. W. N. ROBINSON. The Baltimore. Kansas City, Mo. 
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Hamilton Switch district, Okmulgee | 
County, got the sand at 2,235 to 2,240 | 
feet and the well started off at 700 bbls. | 
a day. Butler and others’ No. 2 on the | 
Lewis farm, in the southeast corner of | 
the southwest of the southwest of the 
southeast quarter of Section 12-14-12, | 
was dry and abandoned at 2,175 feet. The | 
Gladys Belle Oil Co.’s No. 2 on the| 
Walker farm, in the southwest corner | 
of Section 1-13-11, missed all sands down 
to the Youngstown sand level and is drill- 
ing on to find what is below 2,300 feet. 
This well was one of a quartet of offsets, 
the three others coming in at 800 bbls. 
or better ‘Phe Hanson Oil & Gas Co. 
has a dry hole in its No. 2 on the Ashley 
farm, in the center of the east line of 
the northeast of the northeast quarter 


of Section 81-14-14, at 1,850 feet. It 
has been abandoned. The Oklahoma Nat- 
vral Gas Co.’s No. 1 Hobson, in the 


southwest ccrner of the northeast quar- | 
ter of Sect‘on 8-13-12, is dry and aban- | 
doned at 3.025 feet. The Kingwood Qil 


Co.’s No. 2 Bear, in the southeast corner 
of Section 17-13-12, is good for 100 bbls. | 
from sand at 2,100 to 2,125 feet. | 


Failure in McIntosh 

In MeIntosh County, Kimbley and oth- 
ers’ No. 1 on the Fisher farm, in the 
southwest corner of the northeast quar- 
ter of Section 1-12-11, is dry and has 
been abandoned at 2,700 feet. This well 
had sand at 2,208-83 feet and there was 
gas at the top of this formation. but it 
soon blew out. 

In the Henryetta district, Okmulgee 
County, C. Shaffer’s No. on the 
Ewing farm, in the northwest quarter of 
Section 27-12-12, is dry and abandoned 
at 2,425 feet. Kimbley and others’ No. lL 
on the Jackson farm, in the northwest 
corner of the southwest of the northwest 
quarter of Sect’on 5-11-12, is making 50 
bbls. from sand at 1,140-67 feet. 

In Cotton County, the Wichita De- 
velopment Co.’s No. 3 Priddy, Section 


}-2s-10w, was last reported to be doing | 


60 bbls. a day from sand at 2,154-76 
feet. It was drilled to a total depth of 
2.220 feet. The same company has two 
other wells drilling at about 2,000 feet 
on this farm 

In Stephens County, Skelly & Russell’s 
No. 8 on the Willis farm, in the south- 
west corner of the nertheast quarter of 
Section 24-2s-4w, is. good for 30. bbls. 
from sand at 585 to 625 feet. The Bee 
Line Oil Co. scored a failure in No. 2 on 


| feet 


- 
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the Glousey farm, in the northeast cor- 
ner of Section 25-2s-4w, at 710 feet. The 
Gypsy Oil Co.'s No. 6 on the Bowers 
farm, in the southwest corner of Section 
14-244, is a 10-bbl. well at 605-23 feet. 

In Carter County, Watson and others’ 
test on the Frankiin farm, in the south- 
east corner of the southwest of the south- 
east quarter of Section 17-1s-2w, was 
‘Iry and abandoned at 2,008 feet. The 
Ardmore Lubricating Co. abandoned . its 


| test, reason not given, for No. 4 Jackson, 


‘n Section 9-1s-2w, at a depth of 230 
feet. 

Late news from Kansas shows nothing 
in the way of large wells. In the Fil 
Derado district, Butler County, the Leon- 
ard Petroleum Co.’s No. 1 Parks, in Sec- 
tien 25-26-5, is a 25-bbl. producer from 
sand at 2,680 to 2.720 feet. W. R. 
Long’s No. 1 on the Stinson farm, in 
Section 36-26-5, is doing 20 bbls. from 
sand at 2,744-81 feet. 

The National Refining Co.’s No. 1 on 
the Eyestone farm, in the southwest cor- 


lner of the northwest of the southwest 


quarter of Section 8-23-4, Elbing district, 
Butler County, Kansas, found a sand at 


| 2.045-65 feet, from which it is getting 


25 bbls. production. 

In Seward County, Southwestern Kan- 
sas, the Traders Oil Corporation’s No.1 
on the Boles farm, in the northeast of 
the northwest quarter of Section 3-35-34 
west, found a dry sand at 1215 to 1,225 
where operations were suspended 
awaiting orders. 

In Elk County, Lover and others’ No. 1 
Kirby, in Section 34-29-10, is a 10-bbl. 
well. There was sand at 1,460-70, a light 
show at 1,840 to 1,860 and oil sand at 
1,982 to 1,992 feet. 


OIL COMPANY OFFICERS 


PittspureH, Pa., Jan. 27.—At a re- 
cént meeting of the Penn-Mex Fuel ©o., 
George W. Crawford, of Pittsburgh, was 
chosen president to succeed J. C. Trees 
and F. W. Crawford and L. B. Denning 
were named as directors in succession to 
Mr. Trees and M. L. Benedum. 

The annual election of the South Penn 
Oil Co. resulted as follows: Joseph Seep. 
BE. E. Crocker, John L. McKinney, P. H. 
Curry. L. W. Young, Jr., S. G. Hartman, 
R. W. Cummings, directors; L. W. 
Young, Jr., president; E. E. Crocker 
and P. H. Curry, vice presidents; R. W. 
Cummings, secretary. 


























Chimes are 
Durable 








Durable chimes — chimes 
that stand the drops and 
bumps of hard, rough repeat 
service—determine in a 
great measure the _ service 
value of any shipping con- 
tainer. 


The chime construction used 
in “Presteel” I. C. C. Drums 
is strong, sound and durable. 


It is identical with that so 
successfully used on “G-E.M” 
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Bilged Steel Barrels—a de- 
sign which has proved very 
durable in service. 


“Presteel” I.C.C. Drums are | 
in nation-wide service. They 
are made in 55-gallon and 
110-gallon capacities and fur- 
nished either black or gal- 
vanized. 


What are your require 
ments? Have your our quo- 
tations? 
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Field Work Declines 
In Oklahoma and Kansas 


The monthly report of completed work 
in Oklahoma covering January shows 
534 wells with initial daily production 
of 42,055 bbls., 159 dry holes and 53 gas 
wells. This is a rei off in completions 
from December of 111 wells, but a on 
in initial daily poe of 22,755 bbls., 
4 fewer dry holes and 5 fewer gas wells. 
Counting oil wells only, the average in- 
itial daily production of wells in Decem- 
ber was 45 bbls., while the average of 
January wells on their first day was 130 
bbls. Big wells in Osage, Okmulgee and 
Garfield Counties were mainly responsible 
for the high average. In new work there 
was a falling off of 13 in rigs and 208 
in wells drilling, a total of 221, which is 
attributed to impassable roads and the 
intense interest in Texas operations. The 
report shows that there were 368 rigs 
and 1,192 wells drilling at the close of 
January. 

In Kansas, 202 wells were completed, 
with initial daily production of 8,S6% 
bbls. There were 30 dry holes and 10 
gassers. This is a decline of 128 in com- 
pletions from the December statement, a 
drop of 2,073 in in't'al production, 21 
fewer dry holes and 9 fewer gas wells. 
Cold weather and much snow great in- 
terfered with field work in Kansas, and 
this is seen in the new work, which 
showed a gain of 21 in rigs but a drop 
of 126 in wells drilling from the .report 
at the close of December. January’s 
statement shows 153 rigs and 355 wells 
drijling, a total of 508. 

The two States, Oklahoma and Kansas, 
completed 736 wells, with new produc- 
tion of 50,924 bbls., 198 dry holes and 
63 gas wells. This is a decrease of 239 
in completions from the December record, 
but a gain of 20.692 bbis. in new pro- 
duction, 25 fewer dry holes and 14 fewer 
gas wells. In new work, the total for 
the two States is 521 rigs and 1.548 wells 
drilling, a total of 2,069, a falling off of 
8 in rigs and 354 in wells drilling, a net 
loss of 326. 

North Texas’ record for January was 
125 wells completed, new daily produc- 
tion of 48,135 bbls., 18 dry holes and no 
gas wells. This is a gain over December 
of 19 in completed wells and 7.200 bbls. 
in initial daily production and 9 fewer 





-| dry holes. 


The tremendous interest in the North 
Texas field is shown by the large increase 
in new work. At the close of the month 
there were 364 rigs and 1,223 wells drill- 
jing, a tota! of 1,587, which exceeds 
Oklahoma’s present-day record and indi- 

cates a gain over the December North 
Texas showing of 18 in rigs and 126 in 
| wells drilling, a total of 144. 


'Huasteca Company Will 
Resist Carranza Orders 














WASHINGTON, Jan. 27.—Application 
| recently made to the Mexican Govern- 
;metn by the Huasteca Petroleum Co., the 
| operating company of the Mexican Petro- 
| leum Co. in Mexico, for a permit to begin 
| drilling on one of its wells has been re- 
|} fused by the Mexican Government for 
the reasen that the company has not 
complied with the decrees issued by the 
| President. Attorneys for the Huasteca 
have applied for amnaro, which means 
| that they have invoked the protection of 
; the Mexico and foreign nations against 
unwarranted acts of the Government. 
| This is the first definite step taken by 
the Carranza Government in its drive 
| against foreign oil interests operating in 
|that country. This action, according to 
| Mexican advices, is taken to indicate 
|that the Mexican Government, despite 
protests from foreign oil interests oper- 
ating in Mexico and foreign nations. 
intends te go ahead with its outlined pro- 
gram, characterized by American and 
other foreign oil interests as one of 
repudiation and confiscation. 





TEMPER SCREW PATENTED 





OKMULGEE, Okla., Jan. 28.—Joseph 
Burns has patented a new kind of tem- 
per screw to be used in drilling, and a 
company has been formed here to manu- 
facture it. The temper screw designed 
by Mr. Burns combines the screw and 
the jockey stick into a smooth workin 
mechanical device which eliminates al 
trouble and delay, such as is caused by 
the screw and stick now in use. The 
Burns temper screw is made entirely of 
metal. It has been thoroughly tested by 
experienced oil operators and all whe 
have seen the device in action express 
faith in its practicability. 
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NO RIGHT TO SELL GASOLINE 
TO GIRL WSTHOUT WARNING? 


Nowarta, Okla., Jan. 26.—Cyrus Hilde- 
brand has filed suit in district court 
against the T. B. Gasoline Co., a cor- 

ration, asking damages in the sum of 
$11,000. The suit grows out of a tragic 
occurrence in 1917, when the wife and 
daughter of the plaintiff were burned in 
a fire caused by the ignition of a quan- 
tity of gasoline and later died. May 
Livingston, a niece of the plaintiff, was 
severely burned at the same time. and all 
of his household goods destroyed. 

The plaintiff states in his petition that 
May Livingston, a minor, without the 
knowledge of the others, went to the No. 
2 plant of the company and secured from 
mn bucket of 
gasoline. The child is then alleged to 
have carried the gasoline into the home 
where the other women were and an 
explosion occurred which resulted in the 
burning of the two women and the girl 
and the destruction of the household 
goods. 
ployes of the company had no right to 
sell or give the gasoline to the girl and 
that they did so without warning her as 
to the danger of carrying the gasoline 
in an open receptacle. 

The plaintiff asks $5,000 damages for 
the death of his wife, $5,000 damages for 
the death of his daughter, $500 damages 
for the burns sustained by his niece, and 
$500 for the household goods destroyed. 


TULSA ENGINEER IS 
MAKING OIL FROM SHALE 


At the office of the Petroleum Engi- 
neering ©o., in the Nebraska Building, 
Tulsa, J. B. Jones and W. 8. Barwick 
are showing their friends a demonstration 
of making crude oil from oil shales. They 
are using a small laboratory retort and 
glass condenser and are using about 
eight ounces of cracked shale to a charge. 
After heating for a few moments the gas 
begins to generate in amount sufficient to 
keep a glass tube lighted like a candle- 
flame. In about 15 minutes the oil be 
gins to form and come off, and within an 
hour the little retort produces about 
three ounces of high-grade crude oil from 
a half pound of shale. By the distillation 
process, the broken shale loses about 
40 per cent in weight, showing the amount 
of the volatile content, and from this is 
condensed about 3C per cent in weight 
of the original shale in the form of crude 
oil of a high-grade refining value. 

Mr. Jones is also exhibiting large sam- 
ples of the refined oils, of the same runs 
and quality that he recently had tested 
at the Bureau of Standards at Washing- 
ton with most gratifying results. These 
shales are from Grand Valley, Colo., 
where the oil-shale beds are upwards of 
500 feet thick, with several rich layers 
that run from 60 to 80 gallons of oil 
to the ton. 


LEASE SOLD FOR $100,000 


WELLSVILLE, Kan., Jan. 25.—A deal 
was completed last week whereby the 
Clara Booze lease of 160 acres, the south- 
east quarter of Section 23-16-21, was 
sold for $100,000. The property is at 
the present northwest tip of the Shoe- 
string and has four producing wells on 
it. The lease was owned by George 
Staves, Harrison & Hyde of Kansas City, 
Ed Casteel and Dr. George Drury, of 
Princeton, Mo. The new owners are 
George Staves, W. H. Vreeland, of Paola, 
and Smith & Donaldson, of Tulsa, Okla., 
who are associated in the ownership of 
the L. S. Tarr lease, farther down the 
Shoestring, just south of Pressonville. 


EMINENT DOMAIN FOR LINES 


AvsTIN, Tex., Jan. 24.—On Wednes- 
day of this week the bill granting oil 
pipe lines the right of eminent domain 
in Texas passed the House finally. 


NEW LUBRICATING PLANT 
AT MOKGAN’S POINT, TEXAS 


The following information concerning a 
new lubricating plant is furnished by its 
owners : 

“A. E. Fitkin & Co., of New York 
City. are building a lubricating refinery 
at Morgan’s Point, Tex., opposite the 
Goose Creek field. The work of erection 
and operations is in charge of Howard 
Walker, of Houston, Tex. Lubricating 
oils will run exclusively from Goose 
Creek and West Columbia crudes. The 
plant at time of starting will have ap- 
proximately 600 bbls. daily capacity and 
will be rapidly added to until a total 
capacity of 1,500 bbls. has been reached. 
Several buildings are already up and 
practically all materials are now in 
transit to the refinery site. We expect to 
gtart operations about April 15.” 























The plaintiff states that the em-’ 
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The Bartlesville Supply Company 


BARTLESVILLE, OKLAHOMA 


When the best quality, material and workmanship are 
desired, BARSCO Products are always in demand. They 
are far superior and always give unlimited satisfaction. 
Try us for 


Regular Pattern Casing Shoes 
Texas Pattern Casing Shoes 
California Pattern Casing Shoes 
Male and Female Steel Nipples 
Anchor and Casing Clamps 








DROP US A LINE 


TEXAS PATTHRN ; M. & F. Sibhi. NIPPLE 
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So-CO-.ny 























Products — 





Kerosene, Gasoline, Lubricating Oils, Fuel, 


Gas and Road Oils 


SOCONY MOTOR GASOLINE—The most reliable automobile fuel that PARAWAX—Pure, refined paraffine for sealing preserves, und as ap 
can be produced. aid to washing. 
POLARINE OIL AND GREASES—Acknowledged the standard lubri- MATCHLESS LIQUID GLOSS—Polishes furniture and all finished 


surfaces. It removes dust, cleans and preserves. 


STANDARD ASPHALTS AND ROAD OILS—For laying dust, im- 
proving and preserving roads. In different grades, for all sorts of 


cants for motor cars. 
MICA AXLE GREASE—Friction-reducing, wear resisting—makes light 


of heavy loads. The Mica is the reason. roads in any locality. 
EUREKA HARNESS OIL—Makes leather black, tough and supple. STANDARD HOUSEHOLD LUBRICANT—For everything about the 
Keeps water out of the harness and strength in. house that needs oiling. Never gums or corrodes. 


STANDARD OIL CO. of NEW YORK 


PRINCIPAL OFFICES 
NEW YORK ALBANY BUFFALO BOSTON 





BRANCH OFFICES IN THE PRINCIPAL CITIES OF 


CHINA SOUTH AFRICA NETHERLANDS, INDIA STRAITS SETTLEMENTS JAPAN 
INDO-CHINA PHILIPPINE ISLANDS THE LEVANT 
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Like the elasticity of human 
muscles, are the resilient 
properties of good drilling 
cables. That’s what makes 
it possible for muscles—and 
cables—to perform prodig- 
ious feats of continuous 
drilling without undue de- 
pr« ciation. 


B. & B. Patent Steel 
Invincible 


Drilling Cable 


have unusual ability to stretch and 
° . ce ° * e 

still retain the ' spring’’ so essential 

. ee ° ’ 

in’ making hole.’ 


B. & B. Drilling Cables are made 
of material to resist sternest use. 
Steel-strong, pliable, soft-laid and 
non-kinking Economical because 
of extraordinary service. 


There’s a standard B. & B. Drill- 
ing Cable made to meet conditions 
in all usual fields—or our experts 
will design cables for your particular 
use. Investigate; it will pay you. 


BRODERICK & BASCOM ROPE CO. 
St. Louis, Mo. 


New York and Seattle 
St. Louis and Seattle 





































Branches: 
Factories: 
















FREE 


Monthly magazine, THE YELLOW 
STRAND. Your name and address 
on post ecard will bring it free for 
one year. Also ask for Catalog K-2. 




















| price was $2 60 


PRICE OF FUEL OIL WORRIES THE REFINER 


Market for this Product is Declining and Gasoline Prices Appear Un- 
stable—Burkburnett Crude in Demand— Situation in Chicago. 


By H. G. JAMES 


These are trying days for the Mid- 
Continent refiner. The price of fuel oil 
is slipping lower and lower and the 
tendency of other products is to greater 


weakness. uring the past weex, fuel |‘ 


oil is reported to have sold as low as $1 
a barrel. Buyers are jockeying for gaso- 
line bargains and the Standard Oil Co. 
has once more inaugurated the uphappy 
quantity-fill policy at Chicago and in the 
vicinity thereof. In the meant‘me, refin- 
ers are cutting down their responsibili- 
ties. There is plenty of crude, but re- 
finers can only get away by using the 
very highest quality crude, even if they 
have to pay a premium. Most of the 
Oklahoma and Kansas refiners are now 
using Burkburnett crude, shipping it 
north in tank cars. This oil is rich in 
gasoline, far above other crudes in the 
Western country, with the exception of 
Garber, Okla. They can get all of this 
crude they want at the market, but the 
difficulty is to get it on board of cars. 
There are ten loading racks in the Bnrk- 
burnett field and these could take care 
of a great deal more oil, but the railroad 
facilities are so peor and the tracks so 
rough that only a limited number of cars 
ean be gotten out daily. There is fearful 
congestion and the railroads seem utterly 
incompetent to handle the situation 
Here is one place where no one is in 
favor of Government ownership or con- 
trol. The tracks are sc rough trains 
cannot run much over 10 miles an hour. 
The result is. those who are depending 
on Burkburnett for crude are prenaring 
to build pipe tines across the river to 
Duval. in Oklahoma. This will reduce 
the freight rate 9 cents a barrel. There 
will nrobahly be feur or five nipe lines 
to Duval in the nevt 90 davs. The 
danver now is that Duval will be just 
as congested as Burkburnett. Then there 
is to be another pipe line from Burk- 
burnett to Wichita Falls: it is beng 
built by the Liberty Pine Line Co. This 
is one of the largest shinners of Burk- 
burnett crude at this time, but it has 
found it utterly imnoss‘ble to move ernde 
in tank ears from the field with any de- 
gree of certainty or satisfaction. ‘The 
question is whether it will be better off 
at Wichita Falls, as that pont is pretty 
badly congested already. Most of the 
ears from Burkburnett pass. throuvh 
W'chita Falls and the trains are loaded 
hefore they get to that no'‘nt. There 
were 300 tank enrs at Frederick last 
Thursday and 800 along the Katy. 


The nlain facts are, there is too much 
erude at this time, more than the market 
ean take care of. 


The price of Burkburnett crude is 
$2.25 a barrel; many of the marketers 
contracted for producers’ outnut at a 
premium and now there seems to be a 
general understanding or arranvement 
among them not to quote below S255 a 
barrel on board purchasers’ cars at Burk- 
burnett. Unt*l the nast ten davs. the 
f o. b. This is to keen 


‘them from losing monev on their earlier 


| ment. 


contracts It is imnoss*ble to get new 
load'ne racks. and even if it were pos- 
sible, the congestion would nrevent move- 
In eases where owners of crude 


| wish to secure use of loading racks, ther 





are practically turned down on the 
ground that the racks are not common 
earriers. The rate for load'ng one’s own 
erude is practically the same as buying 
from the marketers. The marketer will 
take the nroducer’s or the refiner’s o7! 
at the well at the market nrice and sell 
back to him at the market nlus gathering 
and leading rates, but “of course we 
are not in this business for our health.” 


You can hardly blame them. The: 
don’t heleve, down in their hearts, that 
the Purkbnurnett field is goin¢e to Iast 
lone and they are intent uvon getting 
their money out and some profit. There 
is a nine line to Wichita Falls (The 
Texas) threneh which some are cettine 
crude, the carrying rate being 12% cents 
a barrel. But this is not advantageous 
to the Oklahoma or Kansas refiner, as it 
means that much more on this carrving 
rate. The Panhandle Refining Co. has a 
nine line and jis loading a good manv 
ears north. This comnanv has had its 
money up with the ra‘lroad comnany for 
over two months trving to get a new 
switch in, but no move has yet been 
made. If ever there was a trving rail- 
road situation, it is at Burkburnett and 
Wichita Falls. Government red tape has 
everything tangled up. There is some 


prospect, however, of improvement now. 
While refienrs are trying to get ernde 
of high grade up from Texas, the supply 
| they are letting go of up in this ‘field 1s 
|} seeking a market. The result is, every- 
thing is in a turmoil There has been 
|no such confusion and uncertainty since 
1914. The refiner who weathers the 
period must keep his wits about him. 


In Indiana Territory 


In the meantime, the market condi- 
tien seems to be growing worse. ‘The 
action of The Texas Co. in making mar- 
ginal arrangements with the garages in 
the Chicago district has thrown terror 
into the hearts of the men of the indus- 
try. An effort was made to patch up 
the difficulty and The Texas Co. promised 
to make amends, but if it intended doing 
so it was so slow the Standard evidently 
got tired waiting and, determined not to 
lose its business, met the cut by putting 
into operation again. the quantity-fill po!- 
icy, a sliding seale price for sales in 
quantities of 100 gallons and uv. In 
1915 this potiey almost shot the oil busi- 
ness in the Indian Territory full of holes. 
It was only after a desperate effort that it 
was discontinued. 

Already it seems to have reached Kan- 
sas City. Today the marketers are hur- 
riedly trying to get a meeting to deter- 
mine how they are going to stay in the 
game. The North American Refinery at 
Sheffield has just started up after a long 
shut-down, and the garages of Kansas 
City have been notified if they will come 
to the refinery for their gasoline and 
transport it to their garages in their own 
wagons, they can have it for 18 75 cents 
a gallon. The fill'ng-station selling price 
‘in Kansas City is 22.3 cents a gallon. 
The marketer who bnys his supplies in 
Oklahoma must pay 18 cents or more at 
the refinery and 1% cents freight, or 
1 cent a gallon from Kansas refineries, 
leaving a very close margin after paying 
other expenses. 

Unless something is done to hold the 
refiners together, the condition is very 
rapidly becoming critical. There has 
been too little attent‘on given of late 
to the matter of genuine co-operation. 

News of the Refineries 

At Fort Smith the Ozark Refining Co. 
has leased out its plant and is selling its 
retail business, including its tank wagons 
and trucks. 

The Sinclair company, several months 
ago, shut down and has not since started 
again its Chanute refinery. Now it is 
dsmantling its Vinita refinery and is 
going to move it down to Heuston Chan- 
nel. This is the refinery built by the 
Milliken Refining Co. It has a capacity 
of about 7,000 bbls. a day and a large 
amount of storage. 

J R. Utterback, formerly manager of 
the Crescent Refining Co. at Newkirk, 
Okla., is now located at Wichita Falls, 
Tex., and is engaged in the marketing of 
Burkburnett crude 

The Prairie Oil & Gas Co. is taking 
un considerable of its pipe line system 
‘n Butler County. This shows how rap- 
idly eonditions change in even the big 


oil pools. 

Rt. W. Hockaday, who used to be com- 
mereial agent for the Katy Railroad, 
and known throughout the Mid-Continent 
oil fields, is at last a full-fledged oil man 
About two years ago he went down into. 
Texas and got some leases and organized 
a company. He induced a good many of 
nis Parsons friends, including Katy men, 
to take stock in his company. Then fol- 
lowed weeks and months of doubt and 
waiting. Steckholders grew weary and 
skeptical. Many could net wait and sold 
their stock at whatever they could get 
for it. Hockaday advised, them to hold 
on. and when they would not, he bought 
ye every share he ‘could manage to swing. 

"hen came on the big rush at Burkbur- 
nett. and Hockaday was in the very heart 
of the pocl with large acreage. Now 
h's company has 4.000 bbls. a day pro- 
duction, selling crude to refiners. Hock- 
aday is a rich man now and the stock- 
holders at Parsons who held on are happy 
and those who sold are kicking them- 
selves. But Hockaday isn’t sorry for 
the time he gave te good roads in Kan- 
sas; he wishes he bad them down in 
Texas. 

The Blackwell refiners have made up 
their minds not to go.down into Texas 
for crude; they seem to think it is better 
to pay a heavy premium at home. Ac- 





(Continued on Page 47.) 
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Would You Buy an Elephant? 


To haul supplies into the field when a Motor Truck does the work quickly and 
economically? No! Then why buy a riveted steel field tank when there is 
something on the market which is more economical in every respect? Careful 
consideration of your tankage problem—be it one involving a capacity of from: 
65 to 5,000 barrels, will convince you that 


PARKERSBURG BOLTED STEEL TANKS 


Are the logical solution. Leaving our plant Knocked Down they are transported 
to you at a cheaper rate and after unloading, there is less labor, delay and 
expense in teaming to the field. They are quickly and easily erected without the 
assistance of skilled tank men. After you get a well is time enough and if you 
don’t get a well—you at least save the cost of erection and can move the tank 
to the next location. No field riveting—no caulking, no loss of materials or 
excessive labor charges add to the cost of these tanks and subtract from their 
life and utility. Ask for Bulletin “C.” 


THE PARKERSBURG “QUALITY” LINE 
FOR PROMPT DELIVERY 


Standard Drilling Rigs with Bolted Derricks; Rig Iron and Calf Wheel Outfits; 
Portable Drilling Machines; Wooden and Iron Sand Reels; Ad ustable Steel 
Crown Blocks; Wooden and Portable Steel Tanks for Oil and Water Storage; 
Tank Setting Service, Crews in Every “Live” Field; “Everlasting” White Pine 
and Hemlock Cants and Oak Arms and Pins. 
































































Steel Tanks are Described For the Full Line 
in Bulletin “C” Bulletin “F” Get Catalog “D” 
for Steel 
See Drilling Machines Crown Blocks Special Supplement on 
in Drilling Machine Catalog California Pattern Rig Lrons 














Tell your dealer what Parkersburg equipment you require. It will help you both 
If your dealer cannot supply you, write us 
































BLACKWELL The Parkersburg Rig & Reel Co. =. 
HOMINY WICHITA 
BILLINGS Western Office and Works: c Main Office and Works: CASPER 
ae TULSA, OKLAHOMA PARKERSBURG, W. VA. ——_—— 

ha ag P. O. BOX 976 P. 0. BOX 718 Guvenau 
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Keystone Strain Rod Powers 


Reliance—is the big thing in a pumping outfit. Continuous service is an important 
factor in operating big leases with heavy production and deep welis, Keystone 
Strain Rod Powers are meeting this demand in oil fields all over the country. 








No. 333 is designed for extra heavy duty. Is the same in general lower than other band wheel powers—load considered—they are 
construction as our Standard Power No. 222. Equipped with tested to an overload and will stand the “acid test” under all 
strain rods, track plates and balls on the bottom. All Keystone conditions. No, 222 Standard, complete with No. 1 idler and 
Powers are built with Knob Eccentric Ring. The eccentric is not 16-foot steel band wheel; weight 4,481 pounds. No. 333 Extra 
drilled and weakened, which will eventually wear through. This Heavy Duty—construction same as No. 222—weight 5,409. If 
new feature insures greater strength and durability, adding years you are figuring on pumping powers, we invite the strictest inves 
of service to a power that you can rely on day in and day out. tigation of our powers. 

The yearly upkeep cost of a Keystone Strain Rod Power is much Write our nearest barnch for information 


MARION MACHINE, FOUNDRY & SUPPLY CO., Marion, Ind. 


Branches: TULSA, OKLA., NOWATA, OKLA., DRUMRIGHT, OKLA., SCOTTDALE, PA., 
NEW WILSON, OKLA., WIRT, OKLA., EL DORADO, KANSAS 
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“ALL OVER THE EARTH AND THRU IT” 
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Trade-Mark 


i The Rotary 


First Grew 
in Favor—Because 
It HAD to Be— 


As it was the only way oper- 
ators could make any headway 
thru formations in certain locali- 
ties that were of a cavy and sandy 
nature. 


Gradually it grew in favor—not 
thru necessity, but thru choice 
because of the various savings 
that could be effected and its 
general growth to practical eff- 
ciency. 


HUGHES Cone Bits 
Grew Right Up Asa 
Very Part of the Rotary 





Hughes Rock Bits—the bits with 
the crushing cones of hard steel 
teeth— started out soon after the 
rotary. They helped make the 
Rotary, as they were the only 
bits that would drill rock—just 
as the Rotary was the only 
method of drilling that could be 
used in some fields. 


Reams As It Drills 


But even as the Rotary, Hughes 
Bits are not used today because 
they have to be, but because of 
their thorough, rugged construc- 
tion, rock-drilling ability and 
economic saving of operation. 





Hughes Bits are the only bits 
that ream as they drill, always 
keeping perfect, full gauge. 


HUGHES REAMING 
CONE BIT 











Write for information on The Rotary 
and Hughes Bits 


HUGHES TOOL COMPANY 


Housto~, Texas 
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Bieueart, Okla., Jan. 26—In this 
town Saturday afternoon, an explosion 
of nitroglycerine shook the earth and 





wrecked a number of houses in the resi- 
dential section. Yesterday the death list 
contained four names. ‘o this, another 
name has been added and there may be 
still aother fatality as a result of the 
blow-up. The dead: 

W. R. English, driver of the truck, 
blown to fragments. 

Robert Kinkaid, assistant to English. 
| who was riding in the truck. 

rs. E. Z. Collins, killed in the Harris 
home. 

Your-year-old son of W. L. Harris. 

Mrs. L. Harris, who died this morn- 
ing without regaining consciousness. 

Among the injured, L. Harris, hus- 
band of the last named victim, is so 
hadly injured that he also may die. The 
| Harrises lived in a house located near the 
seene of the explosion. Their home was 
totally wrecked. 

A number of other persons were hurt 
by falling timbers and flying missiles. 

The nitroglycerine truck was owned 
by the Eastern Torpedo Co., of Tulsa, 
and English, employed by the compens, 
was on his way to shoot a well in t oil 
field in this vicinity. As he passed 
through the town his conveyance was 
probably jolted by a rut in jhe road, the 
shoek being sufficiently severe to set oft 
the nitroglycerine which his truck con- 
tained. The people of the town were 
severely shocked, many being literally 
stunned by the explosion’s force. Four 
houses were wrecked completely and glass 
in buildings throughout the vicinity was 
broken, as were d'shes, ete. Among the 
| structures that were rudely shaken was 
| the public sehool building located not 
far away. Owing to the fact that no 
|sehool was being held on Saturday. 2 
|panic among pupils was avoided. This 
building is badly damaged. 

When the deadly work had been done, 
| people flocked to the scene and promptly 

removed the injured from the wreckage 

of the houses and later sought to find 
| remains of the two men who were riding 
|in the destroyed truck. But a few ghast- 
ly fragments of the bodies were found. 
The vehicle was demolished. 

The usual deep hole in the ground 
marked the spot where the deadly explo- 
|sive had “let go.’ 

Loss Is Heavy 

C. M Armstrong, representing the Cen- 
{tral Tornedo Co., was here today from 
‘Tulsa. He did not make an estimate of 
|the less. Others have put the damage 
| est’ mate at $25,000. 

The explosion occurred near the home 
of W. R. English, driver of the ill-fated 
rig. Mrs. English, his wife, was in her 
house when the crash occurred and was 
one of the first to arrive at the place 
where the earth had been torn up. Only 
|too well did she know that her husband 
}had been annihilated and the disaster 
that had so suddenly come upon her was 
most distressing. The woman was 
seriously affect by her grief, as was 
Mrs. Kinkaid, wife of the man who rode 
in the truck with English. Mrs. Kinkaid 
and her husband, a Pennsylvania conple 
| formerly, lived in Bigheart near the scene 
|ef the explosion. Another distressed 
mourner for those whose lives have been 
so ruthlessly ended is Miss Hazel, daugh- 
ter of WR. English. 

Mrs. B. Z. Collins, who was killed, was 
a visitor at the home of Mrs. Harris 
when the house was tumbied down upon 
its inmates. Her corpse anc that of the 
little Harris boy were found in the de- 
bris near whee Mr. ard Mrs. Harris lay 
unconse‘ous beneath the timbers. 

Dr. W. W. Chase, of this place, was 
very active and efficient in carine for the 
wounded. Saturday evening, officials of 
the Fastern Tornedo Co., with physicians. 
arrived from Tulsa. They did what they 
could to relieve the distressed. Principal 
J. J. Coffey, of the Bigheart school, ren- 
dered excellent service among the res- 


oner. One of those injured was his 
wite, 
W. R. English and Robert Kinkaid 


were both careful, competent men and 
both had many friends in the oil fields. 
all of whom sincerely deplore their un- 
timely deaths. 


BURIAL OF THE VICTIMS 
BIGHEART, Okla., Jai Jan. 27.—Four fu- 


nerals were held in different Oklahoma 
towns this afternoon, in the first step 








NITROGLYCERINE CAUSES DEATH OF FIVE 


Truck Loaded With Compound Strikes a Rut in the Road at Bigheart, 
Okla., and a Terrific Explosion Follows—Several 
Buildings Wrecked and Inmates Injured. 


toward wiping out the memory of the 
nitroglycerine explosion which turday 
evening caused the death of five persons 
and.the injury of nineteen others. The 
fifth funeral will be held tomorrow. 

The tattered remains of W. R. English, 
driver of the motor truck which was 
carrying the explosive, were sent to Bar- 
tlesville, to be buried this afternoon. 
Mrs. W. L. Harris and her four-year-old 
son were buried at Skiatook. Mrs. DB. 3 
Collins was buried today at Hominy. 
funeral service for Robert Kin eL the 
man who was riding with E 
be held here Tuesday pe ng 

All of the remaini aneet, it is be- 
lieved, will recover. . L. Harris, whose 
wife and baby were killed by falling de- 
bris in their own home, is still in a criti- 
cal condition himself, but physicians say 
he will live. 

School has been dismissed for the week 
because the building was too badly dam- 
aged to be used. essions of school will 
be resumed next week in local churches, 
pending the repair of the school house. 
Five homes were demolished and _ the 
roofs of twenty others were caved in by 
falling debris. Fifty buildings, alto- 
gether, were dam 


DAMAGE SUITS STARTED 


On Monday, six damage suits were 
started in ‘Tulsa County’s District Court 
against the Eastern Torpedo Co., as a 
result of tke disastrous explosion which 
occurred on Saturday at Bigheart. 

The complainants, Stanley Miller, Alice 
J. Hepler, Floretta Hepler, Hattie Ta- 
tum, Maud 'Tatum and Paul Smith, filed 
suits for large sums, claiming that the 
inuries they have received are permanent 
and that they have been damaged as a 
result of the company’s negligence. Robi- 
nett & Ford, a Tulsa firm, appear as 
counsel for the complainants in each of 
the six suits filed Mondey afternoon. 

It is understood that other similar 
suits are also contemplated. 








SENATOR THOMAS IS AGAINST 
CHANGES IN STATE O1L TAX 


OKLAHOMA CiTy, Jan. 25.—Conserva- 
tive members of the State Legislature are 
opposed to any tinkering with the gross 
production tax on oil in Oklahoma. A 
~_ of this type is Senator J. E. Thomas, 
of Lawton. e is an old-timer in the 
wee branch and knows a thing or two 

ut oil legislation. 

“If it were necessary that I serve no- 
tice I would do so that I shall not only 
oppose, but use every effort to block leg- 
islation in any way affecting the amount 
of gross production tax on oil,” said 
Senator Thomas. “I am satisfied with 
the 3 per cent. rate and I am advised that 
many oil men are satisfied. I do not 
believe the oil men or the public would 
demand that this legislature spend any 
time seeking to change the law.” 

Other members of the Legislature said 
that even though the oil tax may not be 
entirely satisfactory, this is not the year 
to propose amending it. 

“Too many greater problems will tax 
us during these 60 days,” one of them 
said. “This is not a year to experiment 
or to amend any laws that are provin 
satisfactory. e are cornfron wi 
some big constructive matters that must 
claim our attention.” 

Senator Thomas was one of the origi- 
nal advocates of the 3 per cent. gross 
production tax. “ 

BILL TO DISSOLVE LEASES 
ON LANDS NOT DEVELOPED ~ 


INDIANAPOLIS, Ind., Jan, 25.—Repre- 
sentative Joseph Walker of Adams ve 
ty has introduced a bill providin 
land under oil or gas lease, on wh ine “ 
wells have been drilled, shall be freed of 
the leases, giving owners a clear title. Mr. 
Walker says that thousands of acres of 
land in Adams and neighboring counties 
were leased by oil an com panies 
during the booms in Northern Indiana. 
Many of the leases have been abandoned 
and no rental has been In many 
instances, according to Walker, the 
leases have no expiration "limit. About 
90 per cent. of them have been reco’ 
which precludes the possibility of ob- 
taining clear title to the land. Mr. 
Walker’s bill is drawn at the 
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Menace to Gas Business 
In the State of Texas 


et WortTH, Tex., Jan. 28,—If the 

on Dill, introduced in the Jature 

to make common carriers out of all gas 

ot and furnishi companies, 

becomes a law, it will take the regulation 

of prices fixed by the Fort Worth Gas 

Co. out of the hands of the city commis- 
sion, 

This is the statement made Monday 
by O. K. Shannon, general manager of 
the Fort Worth Gas Co. He has just 
returned from Austin, where on Saturday 
he appeared before a committee in oppo- 
sition to the passage of the proposed 
measure. 

Shannon also stated that the enact- 
ment of such a law would mean that in 
the event of a gas shortage in Fort 
Worth it would not be possible for his 
company to shut off service to industrial 
plants and divert the supply for domestic 
ccnsumption, as has been the practice 
when the gas flow has been low. 

Relative to the price of gas, Shannon 
said that there is no likelihood just now 
of an increase, for the reason that the 
Fort Worth Gas Co. has a contract with 
the Lone Star Gas Co. by which gas is 
furnished so that it can be sold at tke 
present figure of 45 cents per thousand. 

A rather unique situation developed at 
Austin Saturday. ‘hile Shannon anéd 
representatives of the Lone Star Gas 
were on the ground doing all in their 
power to kill the proposed bill, George 
W. Armstrong, former president of the 
Fert Worth Gas Co., was there fighting 
for it. 

Arinstrong stated to the committee that 
if the measure passed, it would result in 
the reduction of the cost of gas to con- 
sumers to 30 cents per thousand. 

It is pointed out by these o posing the 
vill that if the Lone Star "Gas is 
made a common carrier, any oy cor- 
peration eun go into the fields, produce 
gas and force the company to accept the 
product for delivery to a private enter- 
prise 

With the mains of the company now 
taxed to the limit, such action, it is said, 
would result in a decrease of gas for 
domestic consumption in Fort Worth and 
other North Texas cities. 

Rather than lower gas prices coming 
from the enactment of such a law, the 
opponents of the bill claim that it would 
result in putting up the cost. 

Members of the city commission are 
not taking any stock in the fight before 
the Legislature. It was stated by a 
member of the commission Monday that 
the service rendered by the Lone Star 
Gas Co. and the Fort Worth Gas Co. 
this winter had been very satisfactory. 


HEARING ON THE COX BILL 


Austin, Tex., Jan. 27.—Further hear- 
ings on the Cox House bill to place gas 
pipe line concerns under the control of 
the Railroad Commission will be held 
Thursday night of this week. At that 
time officials and citizens of both Fort 
Worth and Dallas are to be heard on the 
measure. The bill was under considera- 
tion Saturday afterroon, when Mayor 














The “Vitals” of the Rig 


An A- 
sand f 


In these days when the cry is ‘‘speed-up production,”’ 
only the best material obtainable and will give special attention to his choice of 











“OfLWELL” 








1 boiler, a sturdy engine, a good cable and tools—down two thou- 
eet—the rig iron shaft breaks—delay—men idle—extra expense 


Rig Irons—the Vitals of the Rig. 


Manufactured from the best material obtainable, machined by expert machin- 
ists long skilled in the making of oil well supplies, “OILWKELL’”’ RIG IRONS 


have a world-wide reputation for strength, durability and workmanship. 


STANDARD RIG IRONS 


IMPERIAL IDEAL RIG IRONS 


Inquire at any of our 75 Branch Stores 


*‘Oilwell’’ products world renowned— Both above and under ground 


NEW YORK 


Everything for Oil Weils 


OIL WELL SUPPLY CO. 
PITTSBURGH, U. 6. A. 


LOS ANGELES SAN FRANCISCO TAMPICO 


the wise operator will use 





CALIFORNIA RIG IRONS 


Branch Stores in All Oil Fields 











Joe E. Lawther and A. 8. Hardwicke, 
both of Dallas, were here for a hearing. | 
It is understood that they will return. | 
They opposed the bill on the ground that 
it will make it possible for commercial 
interests to use pipe lines for gas dis- | 
tributing, thus taking away part of the 
domestic gas supply. 


TENTH REFINERY PROMISED 


WicniTa Farts, Tex., Jan. 26.—Con- 
tract has been let for the construction of | 
Wichita Falls’ tenth refinery, the Com- 
porcine Ree Co.’s plant. The 
company capitalized at $1,000,000, 
trus bein G. A. Hawkins, former 
sheriff of Wichita County; A. C. Page | 
and W. P. Miller. The site has been | 
purchased out of the Powell farm, close | 
to the Sunshine State refinery, pF al 
short distance from the business district | 
of Wichita Falls, and the contract, which! 
has been let to the McMahon Construc- 
tion Co., of Tulsa, calls for completion of 
the plant by March 15. The daily ca- 
pacity will 1,000 bbls. 


EVANS-TRWING REFINERY 


Fort Worth, Tex., Jan. 25.—Purchase 
of 96% acres of land for the site of its 
— by the Evans-Th Refinin 

Kansas was announ here wi 
the filing of a deed transferring the land 
from the Syndicate Land Co. h its 
company I. Burney, to the refining 

Ground for the cunstenaiion 





























Tefinery buildings will be broken 




















[* YOU desire STRENGTH in the WELD, LASTING QUALITIES, FREEDOM 
FROM CYRSTALLIZATION UNDER WORKING STRAINS and SMOOTH, 
SHARP THREADS, INSURING TIGHT JOINTS, use SOUTH CHESTER 


WROUGHT IRON CASING, TUBING, ROTARY and DRIVE PIPE. 
Carried in stock by 


SOUTH CHESTER TUBE COMPANY 


LUCEY MANUFACTURING CORPORATION 


HOUSTON, BEAUMONT, HUMBLE and SOUR LAKE, TEXAS 
and SHREVEPORT and OIL CITY, LA. 


comane pore co. w. Mannington, 2. ye 
BRA LAN SUrrLr co., Huntington, Va; Midkif w. Va; le a. 
CAMEROUN TOOL CO. WwW. Va 
G@. H, TRAINER - @ eyed ts Sore, © pnoaey. © ius ——~ w. Va. 
N MARTINSVILLE ‘SUPPL nk. ee ef New Martinsville, W. Va. 
AMERICAN IRON @ SUPPLY CO. - - - - - + += = +. = Martetta, 0. 
LAWRENCEVILLE eo JHINE B OO. - = © = = «+ + = Lawrenceville, Il 
BRADFORD SUPPLY CO. . - + + «= Bradford, Pa. 
BOVAIRD & SEYFANG MANUFACTURING co. Bradford, = 
UNITED HARDWARE ad SUPPLY co. - - Titusville, Pa; ou City, Pa.; Erie, Pa 
KANE SUPPLY oo. - - > - - Pa 
McEWEN BROB. GDL ace. a a Wellsville and Bolivar, N. ¥ 
PRODUCERS SUPPLY 00. Tt ait St phe anne ae -  Frankiin, Ps 
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Filter presses in which 
oil is forced through 550 
thicknesses of canvas, 
leaving the wax behind. 











Where Tide Water wax 
is moulded into cakes 
after the refining process 
is completed. 








Sluggish black 


to snow white 


RUDE petroleum and paraffine wax 
do not appear to be related, but the 
one is the parent of the other. 


As manufactured in the Tide Water refin- 
ery, this wax is pressed out of crude oil 
distillate by the huge hydraulic filters 
illustrated above. It comes out a dirty 
yellow, then by a series of meltings and 
remeltings it finally works out at the 
Tide Water standard, snow white. 


The Tide Water Oil Company takes just 
pride in its achievement in producing 
paraffine wax as fully refined as it is pos- 
sible to make it, free from taste and odor. 


Are you interested particularly in some 
one or more of our 150 products? We 
shall be very glad to send you informa- 
tion about any of them, if you will let 
us know. 


TIDE WATER OIL CO. 


11 BROADWAY 


NEW YORK 
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Wells Refining Process; 


End Be. (Tag- 
% Pt. Gr. F’sh Fire Habue) 
Viscosity 


Analysis of Ranger Oil renen 202°: yaa. 





In response to inquiries relative to the 
| Wells Process of refining oil, the Wells 


| Oil Refining Process Co., of Columbus, | 75?) 


Ohio, furnishes THE JOURNAL with the 
following information : 

| Mineral oils being tenaciously blended 
substances of wide range of volatility and 
| density, and so sensitive to the action of 
the heat required to evaporate them, that 
|their evaporization, aided by the lavish 
use of steam produces gas that is not 
| condensable at normal temperatures, and 
learbon (coke): residue. his gas and 
carbon is separated smoke of the over- 
heated material, resulting in greatly di- 
minished quantity and quality of valu- 
}able products, necessitating wasteful and 
|expensive means to prepare them for use. 


| The Wells Process passes a neutral 
permanent gas in myriad fine streams 
| through a body of heated volatile liquid: 
the gas, previously heated, or heated in 
lcontact with the liquid, seeks to satur- 
late itself with vapor with avidity 
its temperature; the 
surface of each bubble of gas being a 
free surface at which vapor can form 
| within the body of the liquid below its 
| boiling point, and where the absorptive 
| properties of the heated gas and vapor 
tension of the heated oil, co-act to r ge 
evoive all of the volatile portion of the 
|liquid in vapor at temperatures insuffi- 
cient to change the constitution of any 
portion thereof; in fact the solid bitumi- 
nous residue of evaporated petroleum or 
shale oil can be completely dissolved in 
the distillate therefrom and reproduce 
the original oil without the loss of one- 
fourth of one per cent. 

By passing the vapor loaded gas 
through a large body of filtering material 
in the dome of the still, globules of un- 
vaporized spray, carried by the steam 
of bubbling liquids, are eliminated. This 
filtering material, being heated by the 
vapor laden gas passing through, is of 
iower temperature than the temperature 
of the vapors that heat it, consequently 
some of the less volatile portions of the 
vapors are condensed in the filtering 
material and absorbed and retained there- 
in until re-evaporated therefrom by the 
progressively rising temperature of the 
filtering material, thus securing much 
closer separation of the more volatile 
from the less volatile portions thereof, 
resulting in greatly increased quantity of 
gasoline of a given gravity and en 
point; more homogeneous commercial 
products in general; much better forma- 
titon of wax crystals, and complete sep- 
aration of the bituminous residue from 
the distillates. The gas, after its load 
of vapor is condensed therefrom, repeats 
its performance in continuous cycle. 
Thus, by the application of the simplest 
laws of nature, oils are divided into com- 
mercial fractions, so perfect in their in- 
herent constitution, that they will repro- 
duce their original state by blending. A 
large portion of the distillates, of petro- 
leum or shale oils, produced by the 
Wells Process have, as measured by a 
viscocimeter, greater viscosity than cas- 
tor oil. By our improvement in wax 
presses, the wax is readily expressed from 
these viscid oils. 


Analysis of Ranger Crude 


As proof of the perfection of the Wells 
Process for refining mineral oils, we here 
give the analysis of Ranger, Tex., petro- 
leum, divided into 5 per cent fractions, 
with their respective gravities, both 
Baume and specific. The specific gravity 
times per cent., including the asphalt, 

ives a total of 83. 468, which reduced to 

per cent. gives 0.83468. The gravity 2 
the crude petroleum is 36.7° Baume, 
0.84130° specific. 








No. % Be. Sp. Gr. Sp. Gr. xX % 
1 5 61.5 -7332 3.6660 
2 5 67.7 7479 3.7395 
3 5 54.6 7604 3.8020 
4 5 50.7 7766 3.8860 
5 5 47.7 7896 3.9480 
6 5 45.8 7981 3.9905 
7 5 430 8109 4.0545 
8 5 410 8203 4.1015 
9 5 38.5 8324 4.1570 

10 5 37.0 8398 4.1990 

11 5 36.4 8428 4.2140 

12 5 35.2 8488 4.2440 

13 5 34.5 8524 4.2620 

14 5 32.4 8633 4.3165 

15 5 31.2 8697 4.3485 

16 5 30.0 8762 4.3810 

17 5 28.8 8827 4.4135 

18 5 26.5 8956 4.4780 

19 5 25.0 9042 4.5210 

20 3% 23.5 -9129 3.1951 

Asphalt 1% 1.0340 1.5510 
TPES Sco ccccdecescccstasroued 83.4680 
Crude 100 36.7 -8413 84.1300 





The foregoing distillates of the Ranger 
crude reduced to commercial fractions give 
‘the following: 


d| efficiency automobile engine. 


acecesseven 15 39.2 
Light, lubricating 8 33.9 330 390 64@70 
aor C) 33 27.0 425 480 395@70 





INTERNAL COMBUSTION TO 
BE THOROUGHLY CONSIDERED 





New York, Jan. 26.—Next week in 
this city the Society of Automotive En- 
gineers is to hold its annual convention. 
And on that occasion more valuable pa- 
pers dealing with the internal combustion 
engine will be presented than at any meet- 
ing hitherto held. The fact will be made 
clear that in engine operation the meth- 
ods of mixing the fuel and getting it 
into th: cylinder are features subordinate 
in importance to the properties of the fuel 
itself and to what happens inside the 
cylinder. In connection with the rela- 
tionship of compression, fuel economy 
and the different types of fuel many in- 
teresting facts almost contradictory to 
previously accepted theories will be 
sented and discussed. Chanding Fuel 
conditions will necessitate some radical 
modification of engines and of the me- 
chanical structures on which they are 
a Better thermal efficiency may be 
ad. 

President Charles F. Ketering will tell 
of the results of his investigation of :ore 
efficient utilization of fuel. Ur. David 
F. White, chief geologist of the United 
States Geological Survey, will report on 
the unmined as 4 of petroleum in the 
United States. . W. Dean of the 
Bureau of Mines rine spe k on the status 
of refinery practice with particular ref- 
evence to cracking methods. Dr. J. KF. 
Pcgue will give an interpretation of tie 
evgine fuel problem. Dr. H. C. Dickin- 
son of the Bureau of Standards wi!l pie- 
scat a paper on the status ot engine ¢f- 
ficiency in the United States. An esti- 
mite of the extent and utility of Mexvenn 
evudcs in the near future wil! be given. by 
I! xe Golyer. 

The effect of aeronautic engineering 
practices on motor car design and con- 
struction will be discussed by H. M. 
Crane, of the Simplex Motor Car Co., 
Howard Marmon of Nordyke & Marmon 
and O. E. Hunt of the Packard Motor 
Car Co. D. McCall White of the Cadil- 
lac Motor Car Co. will talk on the high 
Thermo- 
dynamic cycles of the future will be 
treated by Sidney A. Reeve. A. Ludlow 
Clayden will open a discussion on the 
need for lighter and more efficient cars. 





PROGRESS IN TAX MATTERS 
REPORTED FROM WASHINGTON 


WASHINGTON, Jan. 27.—A basis for 
complete agreement on the war revenue 
bill was reported late today by the Sen- 
ate and House conferees, Senator Sim- 
mons, chairman of the Senate managers, 
announced that virtually all important 
questions remaining in dispute, includ- 
ing the war excess profits rates had 
agreed upon and that all possibility of a 
deadlock and failure of the bill had 
passed. 

The basis of agreement on the measure 
was upon three bitterly contested ques- 
tions—war excess profits taxes this year. 
the Senate allowances to oil and gas in- 
terests, and the Senate amendment to re- 
peal the existing zone system of second- 
class mail rates. It was learned that 
in harmonizing differences on these basic 
disputes, the conferees agreed to an in- 
crease of the Senate war excess — 
rates, adopted the oil provision substan- 
tially as provided by the Senate and 
eliminated the second-class mail amend- 
ment. The agreement on war excess 
profits rates for 1919, it was stated, pro- 
| vided for retention of the Senate rate of 
30 per cent on corporations’ net income 
in excess of credits and not in excess of 
20 per cent of invested capital; for in- 
crease from 60 to per cent. on income 
in excess of 20 per cent, and for reten- 
tion of the 80 per cent. tax on war profits. 











KEROSENE CAN EXPLODES 


Waco, Tex., Jan. 26.—Burns_ received 
Friday afternoon, have resulted in the 
death of George L. Lindsey, aged 4, son 
of Mr. and Mrs. Morgan G. Lindsey, and 
the boy’s sister, Waweese, is in 
a local sanitarium bow burned. The 
children were playing with matches and 
a can of coal oil when the can exploded, 
their clothing being saturated with the 
flaming fluid, which covered their bodies 
ifrom head to foot. 
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PRICE OF FUEL OIL 
WORRIES THE REFINER 


‘Continued from Page 42.) 
cordingly they have bid in the crude 
which has been go:ng to the Lesh and 
Kanotex refineries from the MeClesky 
leases at Biackwell at $1.20 a barre: 
premium an@ taken it away from the 
Arkansas City refiners, who had been 
paying, it is understood, 60 cents a bar- 
rel for it. ‘The Liackwell refiners—the 
Globe, Modern and old Economy—will 
buy the present gathering hnes and lay 
a new line from the field to their plants. 
'The production amounts to about 2,500 
bbis. a day and is a good grade, but it 
it d.fficult to see how anyone can go to 
the expense of piping and gathering and 
paying a premium of $1.20 a barrel for 
it. ‘the Kanotex and Lesh own the 
Arkausas City pipe Lne and this com- 
pany is now engaged in building a pipe 
line froma Burkburnett to Devol, across 
the State line in Oklahoma about five 
miles. From this point it will be shipped 
by tank car to Peckham, Okla., in the 
Blackwell field, and thence to Arkansas 
City via pipe line, giving these two re- 
fineries probably a lower rate on Burk- 
burnett crude than any other refinery in 
Kansas. They will in the end be better 
off than they were using Blackwell crude. 

Last Saturday, the Kansas Highway 
Commission let contracts fer the con- 
struction of a broad concrete boulevard 
from ‘Topeka to Kansas City, a distanve 
of 60 miles. ‘There is considerable ex- 
citement in the two cities over the propo- 
sition. It will make a popular Saturday 
and Sunday drive and will be a boon to 
the gasoline marketer. Already station 
inen have secured sites for filling stations 
along the route. The road will pass 
through several histerical points, includ- 
ing Shawnee, and will touch Lawrence, 
with its State educational institutions. 

Elbert S. Rule, of the Golden Rule 
Refin:ng Co., a large marketer of refinec 
products in Kansas, expresses the belief 
that the summer of 1919 will witness the 
largest demand fo. gasoline in the coun- 
try <dstricts of Central and Western 
Kansas in the history of the State. Mr. 
Rule has been in close tovch with oil 
marketing in Kansas for years, and he 
says he has never seen business so prom- 
ising as at the present tune. The farm- 
ers have had several years of prosperity. 
their crops were never more promising, 
and they are buying automobiles, trac- 
tors and gas engines as fast as they can 
get them. Mr. Rule says he has no fear 
of disposing of all the gasoline next sum- 
mer he can make or get. He is running 
his refinery at Wichita, regularly, on 
sutler County crude of good quality, and 
is prosperous. 

The Foco Oil Co., of Franklin, Pa., 
has closed its offices in Kansas City and 
will handle the Western business of the 
company through its Chicago office. J. 
Longshore will divide his time between 
the Chicago office and on the road. 

Oil Disappears Mysteriously 

There is a very interesting bit of 
gossip down in the Butler County (Kan- 
sas) district. A very unusual thing has 
happened. ‘The oil contained in two 
56,000-bbl. tanks has disappeared from 
the Gilliland tank farm. It is customary 
for owners of tank farms to gauge their 
tanks daily, but for some reason these 
tanks had not been inspected for several 
months. When an attempt was made to 
gauge them, imagine the surprise when 
they were found to be empty. Several 
tanks of crude from this farm had been 
sold to different refivers and had been 
shipped out. There was a watchman who 
lived in a small house on the farm. And 
there is not a trace of who got away 
with the crude. But there is a lot of 
significant talk about how it might have 
‘isappeared. It is said detectives are 
at work on the case and there is con- 
fidence the guilty parties will be appre- 
heuded. Almost without exception, when 
oil has been stolen in the oil country, 
the guilty have been caught. 





AFTER RIVERBED EVIDENCE 


Paris, Tex., Jan. 25.—C. W. Taylor, 
assistant attorney general, spent yester- 
day in Paris gathering testimony to be 
used in a suit by the State of Texas to 
restrain certain Oklahoma oil companies 
from boring for oil along the river on 
the Texas side, adjacent to the Wichita 
Falls oil field, they setting up the claim 
that the Oklahoma boundary extended to 
the south bank of the river. Statements 
were procured from several offices and ex- 
officers here to the effect that in the en- 
forcement of criminal prosecutions in 
Lamar County jurisdiction to the middle 
of the stream was always exercised and 





In the great task of improving and increasing the 
world’s food supply you will find Sharples Super-Centrif- 
ugal Processes and Machines doing a big work. 


Cottonseed oil used so largely as a food article in tak- 
ing the place of animal fats, requires the most carefui re- 
fining. The Sharples Process recovers 60 per cent. to 70 
per cent. of the oil formerly lost. 


Manufacturers and producers of broth, soups, beef ex- 
tract, fruit juices and other food products find their yield 
increased and the quality improved by the Sharples 
Super-Centrifugal Process and Machines for clarifica- 
tion. 


In the production of olive oil, the Process has proved 
efficient in clarifying the bulk of the oil and in recovering 
oil from settlings and waste products at a great saving of 
material and labor. 














Problem after problem has been solved by Sharples 
Processes and Machines, in the Manufacturing, Oil and 
Scientific fields. 








A member of our corps of engineers will gladly call to 
discuss your problems without obligations to you. 


The Sharples Specialty Company 
2110 Astor Trust Building 
New York 


Branch, Railway Exchange Building, Chicago 
Factory and Laboratories, West Chester, Pa. 
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never questioned. 


ROSS-MEEHAN FOUNDRIES 


MANUFACTURERS OF 


STEEL, MALLEABLE anp GREY CASTINGS 


OIL PRODUCERS AND REFINERS 





River Clamps a Specialty Chattanooga, Tenn., U. S. A. 
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OIL TANK FIRES 


QUICKLY EXTINGUISHED 


RWIN FIREFOAM 


Our 214-gallon Portable Fire Foam Extinguisher is approved 
by the Underwriters Laboratories 


Many oil tanks can be protected by one 
ERWIN Firefoam Engine 











PORTABLE ENGINES 


‘The most economical system. A few engines will pro- 
tect the largest tank farms and refineries. 


One or more of these engines can be quickly attached to 
a burning oil tank of any size, the valve opened and in 10 
minutes, or less, the fire is out. 


No steam, compressed air, or pumps are necessary. These 
engines are built in 250, 500, 800-gallon sizes and larger. 
The quantity of FIREFOAM generated is equal to ten 
times the volume of the engine. 


You can also purchase FIREFOAM Extinguishers in 14. 
3, 5, 25 and 40-gallon sizes 


Write today for descriptive matter. 
Send blue print or mention the number, diameters and loca- 
tions of the tanks to be protected. 


ERWIN MFG. COMPANY 


300 Montgomery Bldg. 


Protect your plant. 


Milwaukee, Wis. 











OIL TO BE USED IN 


U. S. SHIPS AS FUEL 


Merchant Marine of America to Be Driven Through the Seven Seas 
by Force That Comes From Oil Wells—Director Rosseter 
Makes a Very Interesting Statement. 


WASHINGTON, Jan. 25.—Plans looking 
|to vastly increased use of oil ‘fuel by 
| American merchant vessels have 
developed at conferences between heads 
of the larger oil producing interests, ship 
owners and representatives of the ship- 
|ping board. John H. Rossetter, director 
of operations for the board, said today 
that details of the proposals tentatively 
accepted are being worked out prelim- 
‘inary to action toward establishment of 
| additional oil bunkering facilities at vari- 
ous ports and co-operation with the oil 
a to assure a steady supply of 
uel. 

“Oil fuel is the real solution of the 
American merchant marine problem,” Mr. 
Rossetter said in outlining the policy 
under develeopment. “What is chiefly 
necessary is complete co-operation of the 
various enterprises and interests con- 
cerned, and during the last few days we 
have succeeded in reaching an under- 
standing. I believe, with oil producers 
preliminary to pro ing further. It 
would he menifegtly uneconomic to es- 
|| tablish new bunkerage facilities in ports 
where they now are available and yet it 
will be necessary to widen the facilities 
for oil supply to vessels. We have con- 
sequently secured assurances that the ex- 
isting plants will be operated in con- 
junction with the system the board is 
contemplating establishing. 

“Next, the question of price and the 
supply to bunkers has been gone over 
with results approaching satisfaction. 
The data as to necessary new construc- 
ton and costs is being gathered prepara- 
tery to renorting to the board. Our work 
so far. of course, has been preliminary 
only. as the board has no power to com- 
mit only itself to the enterprise. 

Importance of It 

*Vhe importance of oil fuel to the 
future of the American merchant marine, 
I helieve. carnot be over-rated. It means 
the difference between success and fail- 





in short. The increased steamin; 


ure, 
radius given to vessels operatin wit 
oil as against those operating with coal, 


the reduction in size of crews and the 
elimination of delays and a costs 
are some of the considerations. inally 
the operation of ships with coal as fuel. 
especially through the tropics, means that 
‘black gangs’ must be maintained in the 
boiler holds, working under the conditions 
that eventually drive out white men. 
This tends to the monopolization of these 
trudes hy nations whose shipping laws 
allow them shipping with crews of Las- 
ears, Chinese and Asiatics generally, 
against which American laws stand as an 
effective barrier. 

“Fuel oil can be secured under the 
present conditicns for a long distance 
in the future, though this is one of the 
points on which we are assembling data. 
Eventually we may hope probably for 
some co-operation on land which would 
forbid the use of oil in power plants 
where hydro-electric power is available 
and a general conservation program in 
favor of oil utihzation in the most neces- 
sary place, on the sea. Naturally some 
of the conditions of the problem have not 
vet heen established, but personally I 
am most hopeful of a successful policy 
being established in the near future.” 





TO DISCUSS FUEL OIL 





Mexico City, Jan. 25.—H. F. Fletch- 
er, American Ambassador to Mexico, left 
Mexico City today for Washington to 
discuss with the American State Depart- 
ment questions now pending between th 
United States and Mexico. 

The increased steaming radius given 
to vessels operating with oil as agains‘ 
those operating with coal, the reduction 
in size of crews and the elimination of 
delays and loading costs are some of the 
considerations said to be discussed. 








TEXAS FARMERS NOW RICH 
WHO RECENTLY WERE POOR 





of old prairie wagons are now going back 
in automobiles. Driven out by a three- 
years’ drought, they are going back as oil 
men. 

Stretches of land where the drought 
had virtually withered every leaf of vege- 
tation and from which the disheartened 
farmers departed for the cotton fields and 
other more prosperous sections, are with- 
in the new oil district. 

Some of the farmers who struggled, 
almost penniless, from the “parched 
zone” a few months ago can qualify as 
oil magnates, according to Vance Muse 
|of the Fort Worth Chamber of Com- 
merce, who has just completed a tour of 
|Ranger, Eastland, Cisco, Breckenridge, 
DeLeon, Moran, Gorman and _ other 
‘towns in the heart of the new oil district. 
He says the population in many counties, 
almost completely deserted last summer 
has reached unprecedented figures. 

Leases are being sold for a few acres 
jat vastly larger sums than entire farms 
would have brought a year ago and enor- 
|mous investments have been made. 
| The legislature had expected to adopt 
measures for relief of drought sufferers, 
but since the discovery of oil little inter- 
est has been shown in the pro ac- 
tion. There have been abundant fall 
rains that assured crops in districts out- 
side the oil territory. 





| 





MOTORINE, NEW SUBSTITUTE 
FOR GASOLINE IN GREECE 





| $§hut off from commercial intercourse 
with the outside world for seven months 
following the blockade of her ports by 
the Allied fleets in 1916, Greece found it 
necessary to develop several new indus- 
tries to meet the emergency. Many of 
them were kept in operation after the 
blockade was raised because of the scar- 
city of shipping and the submarine men- 
ace. Among t 

manufacture of “motorine,” a gasoline 
substitute made and sold throughout 
Greece by several companies and under 
various names. Vi 


Datxias, Tex., Jan. 25.—Some of the} 
West Texas farmers who deserted their | 


homes last summer in pitiful white lines | 
| products. 
; posed of 80 to 90 per cent. of very high 

e 





e most important is the! 


onsul George P.' 


Waller, Jr., writing from Athens to the 
United States Department of Commerce, 
says of the new “gas:” 

“This substitute was made absolutely 
necessary by the impossibility of obtain- 
ing gasoline from the United States and 
by the cutting off of Roumania petroleum 
Roughly, the product is com- 


proof turpentine, distilled to a high de- 
gree of volatility, mixed with 10 to 20 
per cent of ether. The turpentine used 
is distilled from resin from the pine 
forests of Greece, and the ether is also 
produced from natitve sources. 

“Properly blended and used in a motor 
car, or any internal combustion engine. 
this mixture gives very satisfactory re- 
sults. A comparatively large amount of 
carbon deposit collects in the cylinders. 
but this is easily removed. Owing to the 
fact that car owners in Greece are drawn 
from the wealthy classes, no attempt has 
been made to lower the cost of produc- 
tion of this fuel.” 





SUITS AGAINST COMPANY 





HOPKINSVILLE, Ky., Jan. 25.—Seven 
suits, ranging in amounts from $400 to 
$3,220 and aggregating $13,700, have been 
filed here in the name of the Common- 
wealth of Kentucky against the Indiana 
Refining Co., a concern doing a wholesal: 
oil and gasoline business in State. 
The suits were peought by Common 
wealth’s attorney D. P. Smith of Cadiz. 
County Attorney 8. T. Fruit and Fowler 
& White. It is charged that the com 
pany sold on different occasions, coal oil 
and gasoline which had not been properly 
inspected and stamped by an authorized 
inspector as the Kentucky law requires. 





HARRY HARKNESS DIES 





New York, Jan. 24.—Harry 8S. Hark- 
ness, only son of the late Lamon V. 
Harkness, Standard Oil millionaire, died 
of the Spanish influenza at his home here 
tonight. He had been ill only a few 
days. Mr. Harkness was greatly inter- 
ested in sports and was the owner of the 
Sheepshead eed Speedway where he pro- 
moted automobile racing. He was 4 
joneer aviator and had made many 
ights. He is survived by his widow. 
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Van Manning’s W arning 
Against Shale Oil Stock 


New York, Jan. 27.—Van H. Man- 
ning, Director of the United States Bu- 
reau of Mines, has issued a warning to 
the public concerning investments in the 
oil-shale industry, and the national vigi- 








lance committee of the Associated Adver- 
tising Clubs of the World, which has 
been waging relentless war against the | 
advertising of investment frauds, has | 
issued a warning to newspapers and other | 
advertising mediums and to the public, | 
suggesting the greatest caution in rela- 
tion to such investments. 

It is a scientific fact that oil can be 
obtained from shale, says the warning 
from the advertising clubs, but many of 
the companies that are being promoted 
are stressing large and quick dividends 
and are otherwise advertising in a man- 
ner such as to deceive inexperienced 
investors 

Mr. Manning declared in a recent state- 
ment that experience is as necessary to 
the suceess of this business as tu any 
other, and showed that many of the more 
active companies have been manned by 
people who know little or nothing of the 
business. Very large sums are necessary 
to the development of shale-oil properties, 
Mr Manning says. Shale oil cannot 
promise large immediate returns on small 
inestments. 

“It is unpopular for a Government 
official to make -_— statements to the 
effect that the development of any nat- 
ural resources is not a proper venture 
for people of small means,” said Mr. 
Manning, “but nevertheless it is the naked 
truth in this case, and I would be doing 
the public and the shale-oil industry a 
grave injustice if I did not warn them to 
go slowly.” 


OIL FIELD TEAMSTER DIES 


PawnHuskKA, Okla., Jan. 27.—Earl Har- 
ris, 35, a teamster in the employ of an 
oil company operating in nearby fields, 
eame in contact with a live electric wire 
here last night while helping to take 
frightened horses and mules from the 
burning stables operated by M. 
kins. Despite efforts to save his life he 
succumbed to his injuries three hours 
later. Ue is survived by an aged mother. 
One team of mules was lost and five 
—— burned. Property loss is estimated 
at d 3 


WHAT MR. McADOO STATES 
ABOUT SHIPMENT OF OIL 


As there has been some comment on 
Railroad Director McAdoo’s recent state- 
ment as to the manner in which the 
Railroad Admin‘stration handled oil ship- 
ments last year, the director’s exact 
words may be of interest, so they are 
here reproduced from his report: 

“At the same time special attention 
was heing given to the movement of 
fruits, of cotton, of oil, of iron and of the 
other principal products of the farms, 
the factories and the mines of America. 
Wherever necessary, special trains were 
utilized to transport these stanle articles, 
and other methods were made available 
which resulted in fully meeting the situ- 
ation. 

“For instance, in Anril conditions were 
chaotie in the oil industry and a great 
many of the refineries in the Mid-Conti- 
netal fields, in particular, were shut down 
or only partially operating account of 
shortage of equipment. The Railroad 
Administration arranged to consolidate 
oil. shipments into train loads, symbol it 
and move it through to destination or 
breaking point in solid train loads. So; 
effective were these measures that W. PE. 
MacEwen, chairman of the transporta- 
tion committee of the Western Petroleum 
Refiners’ Association. voluntarily wrote 
on December 16, 1918, as follows: 

“Without going into the details of 
the matter, it suffices to say that 
within 50 days there was such an 
improvement that from that time 
on there was never a shortage of 
tank cars. in the oil industry in the 

Western field There never was a 

demand made upon the Western oil 

industry that they were not able to 
meet so far as transportation facili- 
ties were concerned. There never 
was a time that there was not at 














B. Per- |" 


solid trains of oi), containing 100,530 

ears, 

“‘In the month of January the 
mileage per car per day on tank cars 
of estern refiners was 26.16; in 
June 56.27, and in September 58.4-— 
an increase of 100 per cent in the 
mileage performance What was ac- 
complished in the oil industry is one 
of the most concrete illustrations in 
the history of railroading of the eco- 
nomic gain by the co-operation be- 
tween the shipping public and the 
railroads.’ ” 

Exception is taken in some quarters 
because Mr. McAdoo, in his report, made 
no mention that the solid-train idea orig- 
inated with the refiners’ organization and 
was submitted to him among other sug- 
gestions for speeding up oil transporta- 
t’on. 





TO VALIDATE MINERAL TITLE 
OF STATE LANDS IN TEXAS 





AusTIN, Tex., Jan. 24.—Validation of 
the mineral t:tles of State land sold under 
the act of 1883, is asked in a bill intro- 
duced this morning in the House by J. C. 
Marshall. ‘The* mineral rights of about | 
a half million acres of land is involved in | 
the measure. Land Commissioner Rob‘n- | 
son contends that under the act of 1883. 
all State lands were sold with the pro- 
vision that the mineral rights must re- 
ma‘n with the State. The act was re- 
pealed later. 

Since the selling of the land, many 
thousands of acres of it have increased in 
value because of oil diseoVeries over 
Texas. Recently’ the Ranger and Burk- 
burnett discoveries have added much to 








49 


of the mineral titles has prevented much 
selling. 

The question of the mineral rights title 
is now before the State Supreme Court 
Thé bill introduced today would mak: 
further litigation unnecessary. 





WILLING TO HEAR OIL MEN 


AusTIN, Tex., Jan. 24.—Before the 
House Committee on Gas and Oil acts on 
measures proposing to tax the minera! 
‘industry of the State it will hear from 
experts on the subjects of taxation an: 
o'l preducticon. It voted today to invite 
Comptroller Terrell to address the com 
mission next Tuesday. At that time J. A 
Kemp. of Wichita Falls, will be heard 
Other men are to come before the com 


the valuevof this land. But the question! mittee during next week. 
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UP!—Down! 


&° Scraped and strained as it pounds its way 
down to oil sand—still sturdy Columbian Cable 


comes back as tough a 


nd springy as ever. 


Next Cable you run—use Columbian 


Our booklet “‘How they put Able into 
Columbian Cable’’ tells more about this long- 


lived cable. 


Columbian Rope Company 


E. Auburn, N. Y, 


“The Cordage City” 








AT~ALL NATIONAL. SUPPLY 





least a day and a half’s loading of 


COMPANY STORES 








ears on hand. During the first 10 
months of the year there was loaded 
from the Mid-Continent field 256,082 
ears, compared with 200,608 cars for 
the same pepriod 1917, an increase 
rs) 479 cars, with practically no 
increase in the amount of equinment. 
From April 20 to November 30, in- 











elusive, there was loaded from the 
Mid-Continent field 2 total of 3,585 


THE PARKERSBURG TANK CO.) wc. 
HOUSTON, TEXAS 


MANUFACT URERS AND ERECTORS OF CYPRESS TANKS 
| OIL FIELD WORK A SPECIALTY 
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THE SAFETY PULLING MACHINE CO. 





' MANUFACTURERS OF 


THE SAFEST, STRONGEST AND MOST 
POPULAR PULLING MACHINES 
ON THE MARKET 


Our Safety Pulling Machine on A Mast, 36 feet, full- 
length timbers, semi-steel reel, safety-brake mechanism, 
extra broad gauge, attached truck, good for 2,000 feet. 


Our Safety Special, same as above, with extra heavy mast 
timbers, good for 3,000 feet. 


We also manufacture the Eclipse Pulling Machine on A 
Mast, 36 feet, full-length timbers, semi-steel reel, single 
brake, attached truck, extra broad gauge. 


Sold by the Oil Well Supply Co., National 
Supply Co., Jarecki Manufacturing Co. or any 
supply company or address 


THE SAFETY PULLING MACHINE Co. 


INDEPENDENCE, KANSAS 












































GrorceE McQuar In Dattas NEWS 


Within 60 days after the now famous 
Fowler well just north of the Burkbur- 
nett townsite was brought in to astound 
oildom and enrich its owners, derricks 
were appearing all over the townsite. It 
does not take long to drill a well there 
and other tests were being completed to 
prove the pool. There were no dry holes 
then, and there are mighty few yet so far 
as the exploration has gone. 

When the Denver train arrived in 
Wichita Falls one day about that period 
the little train that was to go to Burk- 
burnett was already crowded and poogle 
clambered to the top of the coaches. The 
writer did not want to go to Burkburnett 
that much, although his trip had Burk- 
burnett as an objective. An old friend 
from Oklahoma greeted him at the St. 
James Hotel. This old-timer has been 
following the oil fields for many years 
and has never got rich—but Burkburnett 
is peneeny placing him in the almost- 
well-to-do-class. 

“Want to go over to Burk?” he asked. 

“Sure. That’s why I’m here.” 

“T think I can get a young fellow from 
Tulsa to take us over in his car,” said 
the old friend from Oklahoma. 

Pretty soon he came back accompanied 
by a young man in corduroys and high 
hoots—one of those keen-looking capable 
fellows that you meet everywhere in the 
oil fields, the sort of youth who will be 
among the powers of financ2 if he has no 
bad luck and is careful of the chances he 
takes. If such a bright young man should 
meet bad luck or take an unwise chance 
he might first go to Leavenworth or At- 
lanta for a time. There are a few in the 
vil fields who have made that trip but 
they are more careful now. 

Understand, this young fellow whose 
ear we were going to occupy to Burk- 
hurnett was no crook. He was simply an 
‘lert business man following the oil 
husiness as it seemed to him was good. 
On the way to the field, that had wrecked 




































THE NOR-BRO 


Ratchet Drill and Wrench Outfit, designed especially for 
emergency repairs in the oil field. Furnished complete as 
shown, packed in a substantial wood tool box. 








A heavy 18-inch Ratchet complete with Drills, Taps, Chisels, 
Tap Wrench, Screw Drill Feed and a Heavy Drill Brace 


Price, $30.00 f.0.b. Robinson, Ill. Ask your supply dealer 
or write us direct. 


Manufactured Only by 


NORRIS BROTHERS 
Robinson, [Illinois 








many cottage homes by cluttering up the 
hack yards with drilling tools and spray- 
ing oil over the white chickens, he talked 
frankly of the investment situation 
eounled with the development situation. 

“T’m just closing up one company today 
and preparing to put on two others,” he 
said. “I got down here a little late for 
the first chance but things are breaking 
vood and it looks like the whole town- 
site is going to be producing territory. 
Tt had to pay pretty heavy for my stuff 
because I got here pretty late.” 

“How much did the half block you are 
nutting your company on cost?” was 
asked. 

“Well, I paid $1,500 for it.” 

It may be interesting here to observe 
that a similar half block in the townsite 
vould now sell for more than ten times 
that sum. But the pool was not then 
proven territory. 

“The joke about it was I had no 
money,” the young man continued. “The 
first afternoon I was here I jumned out 
and found a man who had a half block 
ynd made a trade with him at $1.500. IT 
vave him a draft on a bank in Oklahoma 
where I had a little account, and got 
husy at once selling stock. I made up a 
company with $35.000 canital and sold 
shares at $100 each. Until the printer 
could get me a book of reecints with the 
name of the company on them-I used an 
ordinary blank receipt book I got at the 
Irug store. Before night I had more 
than enough money to met the draft and 
vot the money to the bank in Oklahoma 
hefore the draft got there. I have been 
here a week and am now closing up “my 
second company. The two others are 
for $50,000 each.” 

Just a Sample Case 

The writer has not followed the for- 
tunes of the young man nor of his com- 
panies. Even the names of the companies 
have esca his memory, for they were 
just samples of a score or more similar 
organizations. It is reasonable to as- 
sume, however, that persons who bought 
his stock have been receiving good divi- 
dends for he was drilling wells and the 
territory has been proven. This young 
fellow was not trying to rob anybody 
and his financing was such as many men 
pursue. He took his chance and won by 
vetting the money to the bank ahead of 
the draft and by completing his company 





















































HITTING HIGH SPOTS IN TEXAS OIL BOOM 


Small Investors Have an Inning and Play it Up For all it is Worth— 
In Ranger the Game is For the Heavy Ones—Fortunes 
Won by Shoestring Process. 


But the psychology of a situation where 


that could be done is indicative of the 
state of public mind in the vicinity of the 
oil fields, It may be assumed that this 


young man in less than one full afternon 
secured $100 from each of 15 persons 
who had never seen him before and who 
got nothing but a stock receipt with the 
name of a company written in it to show 


for their money. 

That evening the writer was in 
Wichita Falls. He was talking to a 
Wichita Falls man who owns several 
tracts of land about Burkburnett and in 
the town. This man had leased some of 
his land for development and had decided 
to put on a company of his own on one 
pareel. A brisk young fellow spoke to 
the Wichita Falls man: 

“T’ye got some money for you, Mr. 
Blank,” he said. 

“On my Sand Bed Oil Co.?,’ asked the 
citizen. 

“Yes, I placed 300 this evening and 
might have done more but I had no re- 
ceint blanks,” said the young fellow. 

“Drop into the office over there at 9 
o’clock and turn them in,” said the citi- 
zen. 

“Was that one of your agents?” asked 
the writer. 

“Never saw him before,” said the citi- 
zen. “He probably just volunteered to 
sell the stock and went ahead without 
asking anybody’s permission. He’ll turn 
in’ those three checks for $100 each and 
get $60 commission tonight. Tomorrow 
he’ll be dressed up and sell a lot more 
stock.” 

“But he is not your agent?” mused the 
writer. 

“No, and until we recognize him as 
such my company would not be respon- 
sible for anything he did. But the 
checks are probably made out to the 
company and he is no doubt doing busi- 
ness on the square. He probably saw 
a chance to sell stock, and did not wait 
to get a receipt book.” 

In that field then and to an extent now 
the credentials of a stock selling agent 
consist of a book of blank receipts with 
the name of the company printed in it 
and a map of the property. 

The Burkburnett pool was a wonderful 
discovery for the little fellow. There was 
the townsite all cut up into lots and 
blocks. Then there were many small 
farms all around the townsite. There 
were few leases thereabouts. The first 
well came in good without having at- 
tracted attention. Leases enough were 
to be had to supply everybody. The prices 
were of all kinds. Then drilling proved 
the territory and all the little fellows 
who got in with leases, or even with 
shares in the companies, made mene 
Some of them made a lot of money. 
far nobody has lost any money save in a 
few instances of bad management for the 
close-in stuff has nearly all been good. 

Ranger Is Different 

In the Ranger pool it was different. 
The drilling was to 20 times more 
expensive owing to the greater depth. 
The lands close to the discovery well 
were all blocked up and leases on them 
owned by one great corporation. Ranger 
townsite was played at first, but it soon 
develoned that the pool did not extend in 
that direction very far. Every avaliable 
piece of acreage in the vicinity of Ranger 
that was not leased was soon acquired by 
lease agents, however, and speculation in 
leases became active and is still active 
and prices have gone very high. Pxplora- 
tion has been slow compared with Burk- 
burnett, but that is due to deeper drilling 
and greater costs. The cost of drilling an 
oil well. increases with apparent arith- 
metical progression as depth is attained. 
Perhaps in no other pool in the Mid- 
Continent field has the small operator or 
investor ever fared so well as in the 
Burkburnett pool. And it is in this sit- 
uation that the impetus has come for 
speculation in oil stocks and other forms 
of oil investments. 

There is no other oil field in the United 
States that has the promise of as t 
production as that found in the field of 
North-Central Texas. No other field has 
seen so much money expended in devel- 
opment and exploration as is being ex- 
pended in this part of Texas today.. No 
other field will have.such a record for 
wealth reduced to possession as the Texas 


oil fields will have in a few years from 
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DEATH 
TO HEART DISEASE 


speculation. It is a business for big/ GEORGE F. SWAN'S 
IS DUE 


capital—and that means many millions 


of dollars. ‘There are at least 10 com- 
anies which have _ invested from 
$5,000,000 to $10,000,000 each in leases 


in this part of the State at this time who 
have not even begun drilling wells to test | 
their holdings. 
Investment of $1,000,000 

The writer talked to the president of 
a big oil company that has production all 
over the oil fi of West Virginia and 
Pennsylvania and owns one of the la 
est refineries in the country at tren) - 
phia. That company owns $1,000. 
worth of leases in the Nott: Contral 
Texas field and has done nothing about 
them but to take them over after payin 
per them and having the titles 


pon. “We are not contemplating any) 


drilling at this time,” said this man 
“After the field is more fully developed 
it may appear that our holdings should 
be developed. We have made the invest- 
ment as a part of the routine of our 
business. 

It may be imagined that this company 
will not be broke if none of the leases 
they have in Texas ever produce oil. It 
will probably not impair their dividends 
if the Texas investment shall be un- 

rofiitable to the extent of 100 per cent. 
oss. 

An investment of a million dollars for 
leases in territory that may prove un- 
productive is not an unusual thing for 
any one of a score of companies inter- 
ested in Texas oil lands. o be sure, 
they expect their leases will be profitable 
when developed. They have been pas. 
chased after most careful and ape yee ing 
work on the part of large corps of petro- 
leoum geologists who believe the prospect 
is good. They have been purchased as a 
part of the business of the oil producer, 
but it is. always assumed by the oil pro- 
ducer, as distinguished from the stock 
seller, that much of the profit of a lease 
that will bring a million dollars worth of 
oil above the cost of it will go to pay for 
a lease that cost $200,000 to drill and 
found barren. 

That is the oil business as distin- 
guished from the “oil game.” 





GAS BLOWOUT NEAR BANGS 
FIRST RECORDED IN FIELD 





Ranoer, Tex., Jan. 25.—A gas blow- 
out which is the first of the kind to be 
noted in. this territory, has occured at 
the Magee gasser, according to informa- 
tion reaching the c‘ty this morning. The 
blowout occurred 180 feet from the well, 
which was recently cased and securely 
eapped.. Stones and mud were thrown 
high in the air and scattered over the 
ground for many yards around, and the 
gas is now escaping through the crater 
at a rapid rate. 

The capacity of the gas well has been 
estimated at about 8,000,000 feet daily. 
For a time there was a great deal of 
water in the well, but this was recently 
shut off with casing and the well capped 
after being put in good shape. The theory 
explaining the gas blowout is that gas 
outside the casing forced its way through 
miniature crevasses in the ground and 
gradually worked toward the surface, fol- 
lowing the line of a crevass which finally 
led te the surface 180 feet from the well. 
Here the pressure was sufficient to blow 
cut a small crater and permit the free 
eseane of the gas. 

Those who have learned of this blow- 
out are rem‘nded of the terr‘fic gas .blow- 
outs in the White Point field, eight miles 
from Corpus Christi. ' There the gas pres- 
sure was so tremendous that it wrecked 
each of two wells as soon as the drill 
entered the gas sand. The casing was 
thrown from the well and a crater was 
formed which quickly swallowed the der- 
rick and all other equipment on the 
ground. The gas has been escaping 
through these two mammoth craters for 
a number of years, all efforts to control 
it being fruitless. The gas pressure in 
the Magee well is much less than in the 
White Point field; the blowout probably 
being caused as outlined above. 





LEASING ACROSS RED RIVER 





Denison, Tex., Jan. 27.—Many hun- 
dreds of acres of land west of Denison 
to and across Red River have been leased 
ny foreign and local parties for the pur- 
pose of putting down tests for oil. Parties 
are here from Icwa, Minnesota and Ohio 
investigating the country and with them 
are prominent oil men, who have reported 
favorably on the territory west of Deni- 
sou leading toward Ardmore. One well 
is now going down and. while nothing 
ean be gained from the promoters, it has 











been rumored that they feel assured of 
pay sands. 


Geo E. Swan, aged 54 years, died 
suddenly at his home, No. a1 South 


Guthrie Street, Tulsa, on Tuesday of ie 


week. The y was found in 

on the afternoon of that day. The man 
was alone when he died, his wife and 
young son being absent from the city on 
a visit with relatives at Franklin, Pa. 

Mr. Swan was district manager here 
for the Standard Oil Co. of Indiana, and, 
when he failed on Tuesday to appear at 
the company’s Tulsa office, men employed 
there were at a loss to account for his 
absence. It was supposed that perhaps 
he had been called somewhere out of 
town. Then a telegram came to the office 
which stated that Mr. Swan’s cousin, 
Mrs. Mary E. Hart, of Guthrie, Okla., 
had just died and it was decided that mes- 
sengers be sent to the Swan residence to 
ascertain whether he was there or not. 
The house was closed, but the messengers 
effected an entrance and going into the 
man’s sleeping apartment found him lying 
in bed, dead. hysicians called to view 
the body declared that death was due to 
heart disease, the deceased having been 
afflicted with that ailment. A message | 
was sent to Mrs. Swan, and Stanley & 
McCune, undertakers, took charge of the 
remains. 

Mr. Swan had been in charge of the 
company’s business here during the past 
three years. For seven years prior to 
that period he was engaged in official 





duties at the Sugar Creek refinery. _ He 





had been in the service of the Standard 
interests for 25 years and had an ex- 
tensive acquaintance among oil men. He 
was a 32d-degree Mason and a member 
of the Mystic Shrine. His death removes 
from. the active affairs of life a most 
excellent citizen and a competent, popular 
business man. 


NEW GAS CONNECTIONS 


OKLAHOMA City, Jan. 27.—Connection 
by the Oklahoma City Gas & Electric 
Co. with a new gas supply of the Okla- 
homa Natural Gas Co. at Cement, 53 
miles southwest, will be accomplished in 
about a weck or ten days, it is announced 
at the local company’s office. Several 
hundred men have been working on the 
pipe line during the winter. By the 
terms of an order of the Corporation 
Commission, as soon as the connection is 
made, local gas rates will automatically 
go to 40 cents for domestic and 25 cents 
for industrial] ‘service, net. 


FRED HANTHORNE DEAD 
| Fred Uanthorne, a driller, died sud- 


denly at a Tulsa hospital a few days ago, 
after an illness of about 24 hours. He 

















| was working on a drilling well for Con- 
| trae stor D. D. Wetzberger, in the district 
|}north of Tulsa, when he became ill. He 
| was taken at once to the a “YT and 
ane the following day. he exact 

eause of his death has not been deter- 








| mined. He is survived by his wife and 
three children. 


ATTORNEY GENERAL FAVORS 
PERSONAL PRODUCTION TAX 





OKLAHOMA City, Jan. 28.—Balked by 
repeated dec'sions of the United States 
Supreme Court from the collection of the 
83 per cent gross production tax on oil 
produced from restricted Indian lands in 
Oklahoma, Attorney General Freeling has 
prepared a bill which was today intro- 
duced in the Legislature providing for 
the collection of a personal property tax 
when the oil reaches the top of the 
ground, after the restricted Indian lessor’s 
royalty share of the oil has been given 
to him. 

The passage of such a bill, it is 
thought, will produce in excess of $1,000,- 
000 annually to the State from oil pro- 
duced in the Osage Nation and restricted 
Indian leases in the Five Civilized Tribes 
and elsewhere in Oklahoma. 





RESTORATION OF PROPERTY. 





Et Paso, Tex., Jan. 26.—President 
Carranza is preparing ea manifesto re- 
storing all confiscated property to the 


original owners throughout Mexico, ac- 
cording to an urticle published in La 


Republica, a Mexican daily here opposed 
to Carranza, and credited to an unnamed 
Mexico City newspaper. The decree will 
affect all. property seized during the revo- 
lutions, including that confiscated by 
state governments, military leaders and 
the natioanl government, the article 


states. 

















View of Stills and Condenser Boxes—Built by ‘‘UNITED’’ for an Oklahoma Refinery 


If you are planning a complete refinery, or on 
increasing the capacity of your present refinery, 
“UNITED” quotations will interest you, both 
as to time of delivery and close price on high- 
standard equipment. 


Seven Manufacturing Plants Serving the Southwest Insures Quicker Delivery 


OKLAHOMA OFFICE, TULSA 


General Offiecs, 


We Appreciate Your Inquiries 


IRON WORKS CO. 





FOR SERVICE 





TEXAS OFFICF, FORT WORTH 


MR. WHITE, Westbrook Hote! 


KANSAS CITY, MO. 
RS 
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Rig !rons 


Outer 
Plus 
Service Waterbury Manila 
eomemene x00 ei and Bull 


Spang, Chalfant & Co. 
—ETNA— 
Casing, Line Pipe 


Driliing and: 
Fishing Tools 


American Wire Lines 








Full Line of 
Oil Well 
Equipment 














Oklahoma Tool & Supply Company 
Main Office and Warehouse 
TULSA, OKLAHOMA 


Branch Stores: 


BARTLESVILLE, DRUMRIGHT, OKMULGEE, OKLA. 








The Fulton Gas Relief Valve for 
Natural Gas Gasoline Plants 


(een te (me at 
2. 





in the manufacture of Gasoline from natural gas, during the process 
of trentment. the gus is raised to a high pressure by means of a multi- 
stage compressor. and when the gasoline hus been extracted from the 
quantity under treatment, it becomes necessury to remove the residuum 
gas still under high pressure, by discharging it into the atmosphere, or 
into u closed receptacle, or system of pipes from which it can be saved 
and utilized. For this purpose. the Fulton Gas Relief Valve has been 
designed, and is so constructed that when the compression has reached 
the stage, or limit of pressure at which all the gasoline will be removed 
from the gus under treatment, the relief valve will open and permit 
the treated gus to escupe. while a fresh supply of untreated gas flows in 
to take its place. 

The usual practice is to compress the gus to some point between 200 
und 300 pounds to the squire inch. When this point has been deter- 
mined, the weights on the lever can be adjusted so that the valve will 
then blow. ‘The valve will blow until the pressure falls 20 to 25 pounds, 
or until all the treated gas hus escaped. 

The period of blowing can be made longer or shorter by means of 
the tappet serew on lever which touches the stem of the exhaust 
pilot valve 


THE CHAPLIN-FULTON MFG. CO. 
PITTSBURGH, PA. 
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f} EXPORTS OF PETROLEUM AND PRODUCTS: 


Oil Shipped to Foreign Countries in 1918 was Principally for Use of 
the United States and the Allies— High Prices Prevailed 
to End of the Year. 


By CHARLES NoRDHAUS, JR. Aviation gasoline (export) 96% recov- 
ered at 302° F. (per gallon of 5% 


The petroleum industry of the United| pounds... ..........2c-eeceeeeeee 30.00 
States during the year 1918, through its| ji) as a factor in forcing the armistice 
co-operation with the various Government’ mych earlier than was expected, created 
Tetaeis at ok auniionen exh = Hood intense excitement in this country and 

’ 
has accomplished, to a large extent, the Someta tena peek Reet yb on 
end of the war, with apparently less fric-| li led with A fate aiinnisia- 
tion, uncertainty and confusion than was Pg or ae to = os pi Sener’ 
experienced in other industries, As one bearin Germany’s anxiety to end the 
of the principal factors, and foundation war a Lenn? y ised “4 the United 
of automobile trucks, airplanes, tractors,' Grates Fuel y Adotaietention experts. 
motorships, etc.,. it was imperative that mp, a res h "G £ 
ne lowe of production and waste ‘in <dis-| These existing conditions, brought Ger 
tribution should be experienced. Condi-| Dart of November . . 
tions governing national business re-|* rhe effect of peace, which lessened the 
sulted in an adjustment of prices in order | huge drain on Fe Ee muni ah eamnled 
that the industry might operate resulting | with a material expansion i P ts 
without actual loss. Many difficulties | f refi nd il ohne a lubsies cab oil 
that confronted the oil industry proved | co a as pas Bay yo man oe . 
to be, after all, psychological and in spite | Wii, mdou This’ is jag de — — 
of them the insatiable demands of war the snecificati “ f high v3 de fu sl 
and war industries have been met. Oil) ¢ . Tomi 2 On ae _ hich he 
production increased, resulting in record | 41}; oe A te ay af ns ich the 
breaking figures in the year 1918. Re-| 4 ae FORGROe oo Sayeed upon 
fineries have in turn increased their pro- | ¢ we eng apearmapstnaige a citi , gta ye | 
duction, turning out more gasoline, more dw: - a ae aiitio ones y 7 Mondag eo 
fuel oil, also more lubricants, due to aps lenge me Ged. gees on de 
their strong co-operation with the Oil] sop. ill be - te . ry mm 
Division of the Fuel Administration thus| fine ‘methods as the Allies have more 
having met the full needs of the Govern- ho EAOCROGS, OS Se eee Seve mere 
ment ond car Allish. an adequate stocks for their decreased 

Oil carrying vessels have been in requirements, when hostilities ended. This 
urgent demand, owing to practically all pibr t of ge a cutpat of refined and 
of the tankers and other ships suitable ——e a Sate aa lable by the re- 
for loading petroleum, having been requi- realieed in the future The demand for 
sitioned by the Government. Private con-| ,s<oline and other oils for motor trans- 
cerns suspended shipments because of ery Seoseneed Giman the chaninn. of fae 
lack of freight facilities, with the excep-| PONY jiCreenty toh there hae been a di 
tion of owners of wooden schooners who| incase in in Hard f ere. ti ate e- 
demanded prohibitive freight rates. age A Re egy me tts. ne. 

As a result of a continuance of severe a —- —— wom 

is estima will cover enormous 
inn erent nace yramasoae wast /guenten | Meatzel machete whieh, bare 
” re un-| been starve: ause of lack of ships 
—_ to hae or a * oa pum? carry petroleum products, will replenish 
we ge S, tasi na 0 = ry fy +| their stocks as rapidly as tonnage becomes 
nal \ souasdintion of freight. With the a 3 . ad oi. A os ry 
= of the Sevens —— ae cating ‘oil in these ‘Countilen, very effort 
elements were remedied about the middie| will be taxed to the utmost to provide 
oe ee, 2 ee —— — the commodities so indispensible to their 
, , economic recovery. 

petroleum and products, led to the diver- 
sion of tank steamers for war purposes,| p,1) re = eee Gov- 
that produced many complications in the dimeaae restricti in th iT ind ov: 
export oil trade and the oil industry, be- ions in the oil industry 
cause of these facts and because it has| Vere, removed by the announcement of 
devoted its united and entire energy to the Oil Division of the Fuel Administra- 
the great task of meeting the. needs of tion that the voluntary plan to stabilize 
the pt Gecenehe. whieh. tenant thes prices and movements of crude oil, which 
to curtail supplies, which would have or- ~ Fy 2 May 1. Rony sus- 
dinarily gone to other centers of consump-|¢, establish their own prices again 
tion. if of these markets have been The allocation of = ee of a 
developed by American exporters only || d f PP pe 
after years of effort. ut for the neces |e? ,Droducts for export to the ‘Allies 
sities of the Allies and the increasing use military shipments during the month of 
of all available tonnage for war purposes, | 7 D iorit d 8g rin 
and the refiners’ determination to meet | > °u"@ty- ce. ee 
war needs first, these markets would have port ao a « “~ put kerosene 
been amply supplied. The failure to do Pen pon ggg Ale will, poe nae of 
so, was not because there was a normal | « iati d oth li 
scarcity, because American oil producers cially yh omy p awd the ~"Eaiestee — 
and refiners had prepared for a greatly| foreign account until these supplies are 
increased export trade, as was shown by| first tak by the Alli P Ps 
a greatly increased production, In ad- alles oh Masaunhaninen is lig — 
dition to meeting the huge export de-| fyel Administration. 7 
an D agp ae amply provided for _The removal of Governmental direc- 
Ee Cone pen- tions is not regarded as likely to result 

Fixing Oil Prices in immediate price changes for crude or 

Stabilized prices for oil were agreed| refined products. Stocks of gasoline and 
to among oil interests and the Govern-| kerosene are unusually low and these 
‘ment, which went into effect on August, Commodities are in continued good de- 
| 14, but prices on refined products were mand. Fuel oil is plentiful and cm to 
not revised. Details of above ruling are|the military demand decreasing, prices 
as follows: “Prices for orders for oil for|™ay decline. — 
the Allies placed on or before Oct. 31,|,, 4 resumption of normal conditions in 
1918, by the Allocation Committee of the| the oil industry is proceeding slowly and 
United States Fuel Administration, for| Will take several months to overcome 
shipments on or before Nov. 30, 1918,|°bstacles, such as releasing tank steam- 
‘were as follows, f.0.b. Norfolk, Balti-|¢™ to refiners and other vessels to pri- 
more, Philadelphia and New York, in| Yate owners from military operations. 
cents a gallon: Until the question of marine rta 
tion is further clarified and insurance, 











Fuel oil, British Admiralt cifica- 

"tesla tear — ee, of 7% pw 5.50c also charter rates, adjusted, export 

| Fuel ofl, U. 8. specifications (per gal- demand, it is intimated, s mot in- 

ls Jon of i are ery &.25¢/ fluence the domesti¢e 

| sulphur not to exceed 0.30% (per ved ag aed = military shi Jan- 
gallon of 7 pounds) ........eeseee% 5.50c| Uary have n m ount- 

Standard white kerosene, 135 fire test, ing to about one- of p re- 

| a a Be. (per gal- yo’ quirements. 

Standard white kerosene, 186 fire test, ; pe ig Cogeme — OS Shae 

lon of 6% aw a 1 Hoy. oe 7.26c|Culiar situation in the oil oe It 

Water, white Kerosene, av gre test. was felt that the future of the indus 
minimum gravity e. (per ded dea hether 

| gallon of 6% pounds) ............. 8.50c sat ree ne ae wcaitted p> resume 


Gasoline, motor, U. S. Navy specifi- “ 
ti 428° F. final boili i trade relations, wi foreign customers. 
{pet malies of 8 ted. ---2 ot. Otel te reported that the Government has 
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cancelled many contracts while private 
concerns have’ cancelled a few. 

Clearances of petroleum and by-prod- 
ucts at the of New York, compiled 
in gallons, for each month during the 
year 1918, as per tabulated o fig- 
ures follow: 


*Illuminating. Crude. Naphthas. 
18,701 


January 37,718,614 . 27,849,121 
February 23,618,982 39,910 56,304,287 
March .....e. 24,730,605 75,386 17,165,531 
,\ | eer 618,982 178,930 12,664,733 
MOF oe cacwees 15,196,461 45,200 32,286,411 
GER“ s a ou 0 6a 24,670,969 38,050 10,850,859 
July . 19,182,057 522,600 7,070,640 
August ....... 896,853 465,650 1,768,490 
September 20,808,634 29,429 6,957,139 
October ...... 307,153 42,549 12,214,525 
November ....24,202.520 907,655 9,574,294 
cember ....22,101,240 180,910 17,090,120 
* Approximate. ‘ 

Gasoline. Lub. oil. 

Sw capesastoecce 8,694,476 12,383,603 
February ......-s+ee0% 6,038,004 10,087,754 
March .evecsccecsvcsce 5,341,636 41,554,351 
BMTM cccccvcscscosecs 4,778,007 7,716,477 
BOP . saccconncedsccegee 17,749,649 12,017,070 
GEO  ceccicacceusesect 15,261,231 14,921,157 
PT vewccdacvaesveseves 10,695,339 12,960,962 
MUBU ca cccvessvcvecs 12,896,970 12,578,349 
September ......s.+s5. ,653, 13,853,125 
OctODer 3.2... cccscceses 6,538,488 8,861,114 
November ......++e++. 11,238,484 14,309,370 
December .....sse0es- 8,310,200 11,605,122 


Enormous Gasoline Demand 


The requirements for gasoline have 
been enormous, due to the heavy demands 
made on the industry by the war and 
subsequent stimulation o: D ag og ac- 
tivities. It is believed that the trade 
will confine itself to the use of gasoline 
driven vehicles to an even much larger 
scale than before war hostilities. Such 
vehicles used in war transportation fa- 
cilities turned into new or auxiliary 
lines of transportation for peacetime 
needs, promise to be in enormous de- 
mand. Substitutes for gasoline as a 
motor fuel of commercial value have not 
as yet been discovered. Benzol was of- 
fered as a motor fuel, but same was too 
= priced. It still remains to be seen 
whether some inventor can produce an 


and cases) in cents a gallon, f.o.h. New 
York (200-case lots and over) : 


--Naphtha—, -—Benzine— 


713@76° 59 @62° 
High. Low. High. Low. 
January ....... 42.65 42.50 32.90 32.75 
February ...... 42.65 42.65 32.90 32.90 
March 42.65 42.65 32.90 32.90 
RS’ 6 eo 0nd codt 42.65 42.65 32.90 32.90 
ers 43.65 42.65 32.90 32.90 
Gasoline 

Auto 68@72° Stove 
High. Low. High. Low. 
January .....+.% 3865 38.50 33.15 33.00 
February ...... 38.65 38.65 33.156 33.156 
PS 38.65 38.65 33.15 33.15 
April ....seansas 38.65 38.65 33.15 33.15 
MAY. .cccccese 39.65 38.65 34.15 33.15 
The following prices cover 10-gallon 


drums for 100-cases and over for export, 
quoted in cents a gallon, f.0.b. New York: 


| 


7—-Naphtha—, -~Benzine—, 
73@76° 59 @62° 

High. Low High. Low. 

January ....... 64.75 64.75 45.00 45.00 
February ...... 64.75 64.75 45.00 45.00 
Maren ...sceces 54.75 64.75 45.00 45.00 
OSS Eee 64.75 64.75 45.00 45.00 
~ grrr r ere. 65.75 64.75 46.00 45.00 
Gasoline } 
Auto 68@72° Stove 

High. Low High. Low. 

January ....... 60.75 50.75 45.25 45.25 
February ...... 50.75 50.75 45.25 45.25 
Beer 50.75 6075 45.25 45.25 
RE 6 0 waitin « 6 Ab 50.75 50 75 45.25 45.25 
"EE. pkine wedéne 61.75 60.75 46.00 45.25 


*Above prices were withdrawn by refiners 
on May 30, 1918. 
For 3,000-case lots deduct 43 points a 


gallon. 
Illuminating Oil Prices 

Quotations scored steady gains 
throughout the year for illuminating oils 
in bulk, full cargo lots. Higher values! 
of crude oil at the wells, due to the heavy 
increases in the cost of tools, drilling ma- 
terials, etc., which augmented values ot| 
production. On January 1, prices opened 
at 6.50 cents, advanced 1% cents to 8.25 
cents on May 27 and closed unchanged, 
on December 31. 
interfered with for account of private 





engine to burn kerosene to drive vehicles. 
This seems still to be the only solution | 
of the problem. The price of gasoline and | 
aviation naphtha to the Allies was fixed) 


“by the Fuel Administration on May 24, as 


follows: F. O. B. Gulf ports, 21 cents per | 
gallon and Atlantic seaboard 23% cents | 
per gallon. United States specifications | 
in both cases. Prices for aviation napth-| 
tha were fixed as follows: 30 cents per| 
gallon, Gulf ports; 32 cents per gallon. | 
Atlantic seaboard, British specification, | 
302 degrees Fahrenheit, final boiling point | 
in both cases. Fuel oil prices were fixed | 
as follows at Gulf ports at 54% cents per) 
gallon, British Admiralty specifications, | 
and 5%4 cents per gallon, United States 
Navy specifications. Gasoline and naph- 
tha export prices were recalled on June 
8, presumably to restrict all shipments 
of these products outside of those to the | 
Allies, as their needs were so urgent. | 
During the early part of the year, gasp- | 
line prices ruled below the parity of | 
higher crude oil. 
New York prices for naphthas for ex-| 
rt as outlined by the table herewith | 
or the year 1918, on January 1, onened 
at 42% cents for naphtha 73@76° in 
cases 0) lots and over and was 
advanced 10 points to 42.60 cents on 
January 21 with another rise of Icent) 
to 43.65 cents a gallon on May 17, clos- | 
ing unchan on Dec. 31, 1918. Stove | 
opened at cents on January 1, ad- 
vanced 15 points to 33.15 cents and 1 
cent to 34-15 cents. Benzine was quoted 
at 32.75 cents for 59@62° and advanced | 
15 points to 33.15 cents on January 21, 
then raised 1 cent to 34.15 cents on Ma 
17, closing at this ay on December 3 
Auto gasoline, 68@72° opened at 38.50 
cents, advanced 15 points to 38.65 cents 
and scored a further rise of 1 cent to 
39.65 centson May 17, closing un- 
changed on December 31. Net gains on 
all grades of naphthas for the year 1918, 
covered 1.15 cents a gallon. In 10-gallon 
drums (100 cases and over), prices for 
naphtha 73@76° on January 1, opened 
at 54.75 cents, followed by a rise of 1 
cents to 55.75 cents, closing unchanged 
on December 31. Quotations for stove 








opened at 45.25 cents, advanced to 
cents on May 17 and closed un- 
changed on December 31. Benzine, 59@ 


62° opened at 45 cents, advanced 1 cent 
to 46 cents, remained unchanged at the 
close of the year. Auto soline was 
quoted at the opening at 50.75 cents, fol- 
lowed by a rise of 1 cent to 51.75 cents, 
closing unchanged on December 31. Net 
gains on all grades for the year 1918, 
amounted to one cent a gallon. For 3,000- 
case lots .43 cents a gallon is deducted. 
The rises in prices was solely due to 
the scarcity of wood and tin for con- 
tainers, also exorbitant prices, cou 
with the abnormal requirements for Gov- 


“"iphe following table gives the high and 
low prices for eoriete  uaabehas tonne 





ed | owing to the heavy demand for tin by the 


concerns by reason of the diversion of 
leading oil companies’ tank steemers frum 
that service to foreign countries during 
the war. 


Following tabulated figures give the 
high and low export + for cargo lots 
of iJluminating in bulk covering standard 
and water white oils, quoted in cents a 
gallon, f.o.b. New Yor lodaing : 











o 1918 ~ 
Ss. W. Ww. Ww. 

High. Low High. Low. 

So eee oe 6.50 6.50 7.50 7.50 
February ......+.+. 6.50 650 7.50 7.50 
BEROGR. © w cbcn Codaies ce 6.50 650 7.50 7.50 
April . 6.50 7.50 7.50 
May .. 6.50 9.25 7.50 
June 8.26 925 9.25 
July 8.25 925 9.25 
August 8.25 9.25 9.25 
September 8.25 9.25 9.25 
October ...... 8.2 9.25 9 25 
November R 9.26 9.25 
December 9.26 9.25 
Scarcity and high cost of cooperage, 





due to the abnormal needs of the Govern- 
ment for war purposes, were responsible | 
for the unbroken uplift of prices for full | 
cargoes of barrelled illuminating oil. On 
January 1 quotations opened at 12.50 
cents, followed by a rise of 20 points to 
12.70 cents on February 27. On April 2 
the price was advanced 20 points to 12.90 


cents, followed by a further rise of 40; ~ 


ints to 13.30 cents on  g 13. On| 

77 27 values advanced 1% cents to 
15.05 cents, followed by further rise of 45, 
points to 15.50 cents on July 25 and 1%! 
cents to 17.25 cents on October 31, clos- 
ing unchanged on December 31 

The following table gives the high and 
low export prices for cargo lots of illumi- 
nating oil in barrels, quoted in cents a 








gallon, f. 0. b. New York: 
1918 

High. Low. High. Low. 
January ....... 12.50 12.50 13.50 13.50 
February ...... 12.70 12.50 13.70 1350 
OS Nees 12.70 12.70 13.70 1370 
OEE busivsaieds 13.30 12.70 14.30 13.70 
BR, as veigs Mee 15.05 13.30 16.05 14 30 
| ihe siete 15.05 15.05 16.05 16.05 
| a a 15.50 15 05 16.50 16.05 
Te ee 15.50 15 50 16.50 16.50 
September ..... 15.50 15.50 16.50 16.50 
October ........ 7.25 1550 18.25 16.50 
November ..... 17.26 17.265 8.25 18.25 
December ..... 17.25 17.25 18.25 18.25 


Prices of illuminating oil in cases and 
aoe full cargo lots, opened at 16.50 cents 
on January 1, followed by an advance of 
25 pg to 16.75 cents on January 21. 
On May 17 a further rise of 25 points to 
17 cents and 1% cents to 18.75 cents was 
established on May 27. On September 
17 another advance of 50 points brought 
up values to 19.25 cents a gallon, closing 
at this figure on December 31. These 
consecutive rises were attributed to the 
scarcity and higher cost of tin containers, 


Government for war purposes. 


The following table gives the high and 
low ok in noth gal- 
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Cut Down Your Big Repair Costs 


You can do it by using the proper fire brick— 
one that is made from a high-grade clay and 
properly burned till the shrinkage is reduced 
to the minimum. 


A. P. GREEN FIRE BRICK 


have been used for yeurs by some of the largest 
oil companies in the Mid-Continent field. It’s 
the service these people get that interests you 
We would be glad to give you references and 
send samples. Write our Tulsa office. 


Three Brands—“EMPIRE” “CROWN” “STANDARD” 
Dealers in Missouri, Oklahoma, Kansas and Texas 
A. P. GREEN FIRE BRICK COMPANY, 


Mexico, Missouri 
Address Dept. “O,” 208 Kennedy Bidg., TULSA, OKLA. 











Business was greatly! ~ = 





Peoples Gas Building 








igitation, Circulation, or Aeration 
of oils in refining processes requires 
positive delivery of a predetermined 
rolume of air or gas. 





Koo) 


ROTARY POSITIVE BLOWERS 
and GAS PUMPS 


measure the air or gas and allow you to know 
in advance exactly what results will be. 











See Catalogs 63 and 68 


P. H. & F. M. ROOTS COMPANY 


CONNERS VILLE, IND. NEW YORK 


120 Liberty Street 


CHICAGO 























klahoma Producing & Refining 
Corporation of America 


MUSKQOGEE REFINING DIVISION 
(Formerly Muskogee Refining Company) 


PETROLEUM 


AND ITS PRODUCTS 


Facilities for Shipping in Tank Cars, Wood and Iron Barrels 


REFINERY SALES OFFICE 
MUSKOGEE, OKLA. 


= —— == 


R EMEMBE R— MUSKOGEE MEANS QUALITY 
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THE MOST SUCCESSFUL 
CHAINS:IN THE FIELD 


SS-40 AND SS-124 
STEEt LINK BELT 


Side bars made of selected carbon 
Bushings of smooth case- 
hardened steel, and securely held from rotation. 
Ends of case-hadened steel pins are milled flot, 
fitted snugly in corresponding hole in side bar 
and thus held securely from the tendency 
shown in other types of pins to rock loose, 
elongate the hole, destroy the pitch and ruin 
the chain before other parts are worn out. 


steel. 


LINK-BELT COMPANY 


PHILADELPHIA ~ CHICAGO — 


INDIANAPOLIS 











FILTER PAPER 


We stock Whatman High 
Grade Filcer Papers in all sizes 





Whatman No. 2 is the standard grade for analytical 


purposes. 


Whatman No. 4—a soft paper of more 


open texture than No. 2; extremely rapid. 
Whatman No. 40 (Ashless) double acid washed. 
Whatman No. 40 is the standard double washed 
grade for analytical purposes. 


THE EDWARD SOPH COMPANY 


TULSA, OKLA. 


224 E. THIRD ST. 





PHONE 6659 

















FIRST NATIONAL BANK 


FORT WORTH, TEXAS 


Special attention given to the handling of Oil Business. 
Our vast resources enable us to offer you the banking 


service that is the need of every oil operator. 


Capital Stock and Surplus, $1,500,000.00 














~The A & Weidner Boiler Co. 
CHATTANOOGA, TENN. 


WE MANUFACTURE 


TUBULAR AND WATER TUBE BOILERS 


STEAM AND FIRE STILLS 


TANKS, 


WE FABRICATE AND ERECT 
AGITATORS, 
STRUCTURAL STEEL 


LARGE STOCK--PROMPT SERVICE 











GAS JOURNAL Friday. 
lots of standard white oil, f.o.b. New! was also done with the object of deter- 
York loading: mining certain qualities of lubricating 

Ss. W. Ww. Ww oils in general, which would make it _ 
seen oe ie. High. Low. |sible to use available supplies to the best 
February ...... 16.75 16.75 17.75 17,75| advantage and at the same time main- 
MMeOM 4... sce, 16.75 1675 17.75 17.75|tain the efficiency of the motors at the 
Bae SOR 16.75 16.75 17.75 17.75| highest point. As a result and after try- 
RS SE a 1875 16.75 19.75 17.75 ing out castor oil, it was found that min- 
REE 1s-75 18-75-1378 18-78 | eral lubricating oils could not be substi- 
August ........ 18.75 18.75 19.75 19.75| tuted. The shortage of tank cars during 
September ..... 19.25 1875 20.25 19.75} the first half of the year was acute, 
October ........ 19.25 19.25 20.25 20.25/ which, in turn, also created an increased 
November "1: 1838 183 2033. 023) shortage. in lubricating oils at leading 


distributing points. Owners of tank 
‘ Petroleum Charters : cars demanded 4c a pound more early in 
Following tabulated figures give the| February for shipment of oil to New 
total charters fer petroleum for export! York, than western points, owing to un- 
from the port of New York covering crude certainties attendant in the return of 
and illuminating oils, also naphthas, in/cars. An urgent appeal followed to the 
bulk and in packages, reduced to crude | director-general of railroads to order the 
equivalent, compiled in barrels, with com-| roads to give the same preferred move- 
parative figures, for each month, also| ment to tank cars that is given to coal 








monthly averages: cars. 
PRD x annie ueehes Heys Following tabulated figures give the 
February :. (792,211 563,239 922.343 | Comparative closing quotations on naph- 
March ..... 849,403 881,445 1,167,081 | thas for domestic consumption covering 
April ...... 1,188,106 1,114,583 1,358,638|the years 1918 and 1917, in cents a 
May ....... 1,427,548 1,347,100 1,164,841 | gallon: 
ME: (onewnk 1,082,820 972,362 994,434 | Dec. 81. Dec. 31 
\ | eee 1,334,385 1 Sees 1 aaeers 1918. 1917. 
August .. 1,280,073 1,500,97 240,648 A 
September . 1,324,208 1,253,208 1,286,008 | = pen poeta: > pre aaa ae he PM 
October .... 812,582 728,885 755,943 Motor gasoline to consumers.. 26.50 26.00 
November 687,336 811,084 783,890| Naphtha, varnish makers and 
December .. ....... 750,862 601,161| painters, deodorized, steel 
BORDER 0.5556 0Geh Hb 3OMS4 dae’ 23.50 25.00 
Total ....12,532,158 12,730,163 12,300,021) po. wenden RG ETI 29.50 27.00 
— ——————~ | Gasoline, gas machines, steel.. 4150 41.00 
Mo. Av. .. 1,044,343 1,060,097 1,025,002) 73 @760 Steel barrels ........ 39.50 33.00 
Shortage of Shipp! | %73@z76° wooden barrels ...... 30.50 38 00 
‘ pp-ng | 70@72° steel barrels ........ 46.50 31.00 
Ships were scarcer than ever due to! 70@72° wooden barrels ...... 37.50 35.00 


the needs of the Army and Navy. Gov-| 68@70° steel barrels ........ 30.50 28.00 
ernment controlled ships failed to meet | 68@70° wooden barrels ..... 36.50 32.00 
the demand for ocean carriers and ex-| In Foreign Fields 
ee ee Re 
. | ernin roleum durin e year - 
raiders off the Atlantic Coast during the | peers | Bane 2 cmt dasdiieatie. go 
middle of this year and subsequent higher | tions of gasoline by China have been 
marine risk rates resulted in much Con-| practically nil. In the Dutch Hast In- 
cern in shipping circles. Comment is| dies a bill has been introduced for the 
heard frequently since the war that char- | exploitation of petroleum fields, and de- 
ter — nave been _— mye omen | velopments are awaited with interest. In 
quote ™ ollars oo than wed u-| New Zealand, a marked shortage of ben- 
a - gn _ se oe ae pe a, gasoline ow other oa a nas 
n experien in, e 
shipping is moving. Tank steamers cun-| seasdia.” Mepesie Tiles Egypt canmee 
stituted the crux of the oil business and | that large quantities of petroleum will be 
there was little to report. Early in the| available enabling ship owners to utilize 
year the freight congestion at leading| same for regular use on the Suez Canal 
terminals practically restricted charter-| route. The Balkan oil fields were not 
ng. _ te > y= of the — 4 destroyed as reported through hostilities, 
ping poss pac? for parame, mocera | but th peoduction bas been declining 
’ ac abor. ree companies w 
allotment of vessels which may lift the | pe poco 8 to take over the Roumanian 
searcity of tonnage to some extent. An joj] fields. The first company will lease 
early release of shipping was promised | the oil fields for 90 years, the second will 
during the latter part of December and| consolidate the liquidation of the enemy 
+ ge yd revert to commerce early | undertakings and the third one will se- 
ss year. rs R 
The total charters to load petroleum a SR ogy Gieibeting: product. 
aggregated about 12,532,158 bbls., with a) The Roumanian Government is to receive 
sly Tareas _for AOI of S48) ralicint etna for bane conmam 
" . , - | tion. e alicia crude roleum 
and 15,754 bbls., respectively compared | showed declines and Burma ~*~ in- 
with the same es last = | creased slightly. Shortage of gettin in 
Domestic Demands the ilippines became acute, due to de- 
The increasing demand which has been | lays of arrival of shipments from Ameri- 
witnessed during the year for domestic|¢@- Gasoline has been entirely off the 
consumption, influenced by the high cost|™@arket in Spain and that country is 
of coal, wood and gas, has mounted to| USing an alcohol substitute at $3 a gallon. 
large quantities for heating and lighting | Oil fields in Persia promise rich produc- 
purposes, owing to consumers being more | tion of petroleum. In Denmark, lack of 
educated in the use of oil as an illumi- | kerosene during the war has caused 
nant and for heating purposes. There| hardships in many homes. Lubricating 
are thousands of homes where kerosene is|°ils are exhausted, having received no 
regularly employed and the demand is|Shipments from the United States for 
steadily broadening, brought about by | 2early a year. Drilling for oil has begun 
forced conditions during the past year. | 12 England, near Chesterfield. Germany’s 
The movement of gasoline supplies was oil troubles are worse than ever before, 
affected by a shortage of tank cars during|“8 that country can no longer turn to 
the earlier part of the year, because of| Austria for supplies. France has lifted 
the severe winter and congested frieght| the ban on petroleum, re-establishing free 
at railroad terminals and refiners found | Sales Jan. 1, 1919. : R 
it difficult in maintaining stocks to de-|, The following table gives. the high and 
sired limits for active consumption. Gas-|low prices for American illuminating oil 
oline prices have ruled far below the|Standard white in shillings and pence a 
parity of crude oil values. Gasoline, gallon ex-wharf, in barrels: 
naphthas and kerosene underwent the 1918 





first revision in prices in nature of 1 cent London. Liverpoo.| 

a gallon advance, based on the higher/;,, __.. 1 ine 1s tec bey oom inene 
cost of crude oil. This was followed by| Feb. ..... ls 6%4 1s 6%d 186%d 18 6%d 
a decline with prices ranging at 24.50c aaveh eos is see i + > sno ere 

r coee s 8 8 8 

to garages and to consumers 26.50c a May esti Sita is 64d 186%d 186% 
gallon. The keen demand for kerosene| 5.7, 1s10%d 1810%d 186%d 186%4 
to fill the needs of winter had spurred! July |...) 1810%d 1810%d 186%d 186%4d 


the production at record pace toward the| Aug. 1g 10%d 1810%d 186% 1s 6%d 


close of the year. Sept. .... 1810%d 1810%d i1s6%d is 6%d 
a ss 4am 1s10%d 1810%d is6%d is 6%d 

Lubricating Oils Nov. ...: is 10%d 1s iowa 18 6%d 18 6% 

. 1s 10%d 1810%d 186%d 18 6%d 


In lubricating oils the feature of the| Dec. 
market during the year was the large 
strides in consumption, particularly for SUES TO RECOVER $8,000 
export, due to war requirements and de- 
spite the increase in production there re- Musxkoeesr, Okla., Jan. 22.—The case 
sulted a shortage in cylinder stocks and|of Ed K. Brook, guardian for Luther 
blended oils. rly in January, prices} Manuel, against Ferdinand P. Snyder, in 
were raised for black and cylinder oils| which the guardian is seeking to recover 
based on the heavier requirements and/| $8,000 surcharged to Snyder when he filed 
the upward course of crude values. To| his final report as guardian for ,Luther 
offset a_ possible stringency of oil sup-| Manuel, was stricken from the docket in 
plies, efforts were made by the Govern-|the District Court.and put over un 
ment to increase the supply of castor oil,| the next term. The Manuel proper 
for lubricating airplane motors. This! include valuable oil holdings. 
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PIPE LINE REPORTS MONTH OF DECEMBER. 


Runs Declined Owing to Unfavorable Weather—There Was Also a 
Reduction in Shipments—Big Decrease in Oil in Storage. 


Becaipts of crude petroleum from the 
wells of Kansas and Oklahoma, by the 
pipe lines of that division that make 
regular monthly report of runs, and an 
estimate of the receipes by outside lines, 
show a total of 10,593,747 barrels during 
December. While the increase for the 
total was 187,631 bbls. as compared with 
November res, the daily average for 
December fell short of the previous 
months’ daily movement by 5,188 bbls. 
The average for mber was 341,7 
bbls., and 346,921 bbis for November. 
There was a loss during the month owing 
to the severe cold which closed down 
leases in several sections of Oklahoma, 
and caused a considerable slackening of 
work throughout Kansas. This affected 
the production adversely, and naturall 
reduced the runs. In December, 1917, 
the runs from the same divisions were 
10,625,867 bbls., or only 32,120 bbls. 
more than the present report. Had the 
field conditions been normal it is likely 
that the total receipts from the wells 
during December would have been great- 
er than those of the comparative month 
a year ago. 

The runs from the Mid-Continent field 
and those reported from the wells east of 
the Mississippi for December, aggregated 
13,432,895 bbls., or an increase in the 
total of 381,804 bbls. as compared with 
the November report. The daily average 
of this total for December was 433,319 
bbls,, and in November it was 435,036. 
For October the average was 451,813 
bbls.; in September, 457,222 bbls.; for 
Ausest 456,730 bbls. and in July, 
474,233 bbls. 


Deliveries by the Mid Yontinent lines 
in December were 12,083,839 bbis., a de- 
crease of 97,601 bbls. from the November 
figures. The average ony, deliveries 
daring December were 390,959 bbls., and 
406,047 bbls. in the previous month. 

The following table gives the amount 
of crude petroleum held in storage by the 
several pipe lines mentioned in the dif- 
ferent. divisions of the oil fields and the 
amount of each grade at the close of 
business December 31, 1918: 


Division. Total Bbis. 
Pennsylvania .......6.sseeseees 2,226,290.70 
EMME, 0.00000 0esden becterccecoens $58,147.92 
HROMUMGRY ccc ccccccvcscccctcece 757,776.98 
Ulinois (Bastern lines) ........ 13,327.11 
Illinois (Illinois P. L.) ...«...+. 1,578,197.00 
Mid-Continent (Eastern lines).. 33.81 


3,600,333. 
Mid-Continent (Prairie O. & G.) .28,000,000.00 
Mid-Continent (Prairie P. L.).. 1,200,000.00 
Mid-Continent (Mag. Pet. Co.) 5,800,000.00 
Mid-Continent (Guif & Gypsy) 4,619,000.00 
Mid-Continent (The Texas Co.) 5,360,312.00 
Mid-Continent (Carter Oil Co.) .17,200,000.00 
Mid-Continent (Empire P. L.). 1,840,481.00 
Mid-Continent (Cosden P. L:).. 136,580.00 
Mid-Continent (Sinclair-Cudahy) 900,000.00 
Mid-Continent (other lines, etc.) 343,000.00 


Teset Wess BB 6h ide osde ss ca' 74,533,447.32 
Total, MOVs 80 vsevesiccccseee 77,401,245.09 
NE oon nse’ o 2,867,797.77 
The following table gives the stocks 
held by the same lines and companies, as 
shore, at the close of business Nov. 30, 


Division. Total Bbls. 
PORMOUOVGRED oo 600 08 ccceccccecs 2,170,004.66 
EMD 86 dg dca 6d cae cpe deeccececien 979,671.00 
KOMtMONy ca cies ccovcvrcovcceds 683,045.08 
Illinois Eastern lines) ......... 11,372 53 
Illinois (Illinois Pipe Line)..... 1,618,430.15 
Mid-Continent (Eastern lines) .. 3,699,449.87 


Mid-Continent (Prairie O & G.).29,500,000.00 
Mid-Continent (Prairie P. L.).. 1,250,000.00 
Mid-Continent (Mag. Pet. Co.). 6,000,000.00 
Mid-Continent (Gulf & Gypsy). 4,800,000.00 
Mid-Continent (The Texas Co.) 5,750,500 00 
Mid-Continent (Carter Oil Co.) .17,500,000.00 
Mid-Continent (Empire P. L.).. 1,938,999 00 
Mid-Continent (Cosden P. L.).. 116,773.00 
Mid-Continent (Sinclair-Cudahy) 1,040,000.00 
Mid-Continent (other lines, est.) 343,000.00 





Total Nov. 80. ...... Be vcevecce 77,401,245.09 
Total Oct: Bl ..cdicccevicss. 80,894,739.55 
DOCTORBO nccccccceccctsceres 3,493,494 46 


The loss of _ 2,867,797 bbls, in the 
stocks duri mber was mostly in 
the Mid-Continent field, the total de- 
crease there being 2,839,899 bbls. There 
was a loss of 40. bbls. in the amount 
held by the Illinois Pipe Line, and an 
increase of 12,333 bbls. in the quantity 
held-in Eastern lines. 

Pennsylvania grade stocks increased 
56,286 » and those of Kentucky 
74,731 bbls. Stocks of Mid-Continent 
crude. held in Wastern lines decreased 


99,000 bbls. The above table does not} $ 


include an estimated amount of 8,000,000 
bbls. held in the Mid-Continent on pri- 
vate tank farms and on leases. The lat- 


33 | the loss in stocks has been 6,361,292 bbls., 


At the close of 1917 the total stocks | 
held by the same lines as above, aggre-' 
gated 92,469,803 bbls., as inst the 
peseent figures of 74,533,447 barrels. 

his shows a reducetion in stocks during 
the year of 17,936,356. bbls., or a monthly 
average decrease of nearly 1,500,000 bbls. 
The reduction has been more rapid dur- 
ing the last six months than in the first 
half of the year. In fact during the last 
two months of November and December 


or more than one-third of the total for 
1918. 


DRILLING IN BARREN COUNTY 

The mex tee | is from the 9g yd 
Times, published in Barren grey f was 

©. BE. Gunhus, president of the Iowana 
Oil .Co.. is here this week looking after 
the work on the Barton lease in the 
Steffey pool. W. F. Schlidt, vice presi- 
dent of the ante, of Hartley, Iowa, 
is also here with his family and will 
locate in Glasgow. 

G. L. Dufour, field man for the above 
company is now at work on the Barton 











W. SPENCER, President J. T. PEMBERTON, Active Vice Pres 
H. MARTIN. Cashier G. H. COLVIN, Vice President 
and Chairman of the Board 


J. 
RB. 


THE 
Farmers and Mechanics 


National Bank 


FORT WORTH, TEX. 


CAPITAL AND SURPLUS 
ASSETS 


$1,000,000 
$11,000,000 


This bank makes a specialty of handling the account, of oil men and 
oil corporations. We are so situated that we can handle the banking 
transactions of those engaged in this industry with unusual efficiency 
and to your entire satisfaction Confer with us regarding your needs. 


This bank is a consolidation of the Farmers and Mechanics 
National Bank and the American National Bank. 





lease, getting ready to pump five wells, 
all the necessary machinery Rulon on the 
ground. One drilling rig is now at work 
on this lease and the company will put 
on two more rigs as soon as possible. 
Iowa, Wisconsin and Minnesota bankers 
make up the stockholders of this com- 
pany. The holdings of the company are 
in the most noted oil territory in Barren 
County, near the two new flowing wells , 
bronght in on the Steffey and h 
Haven Oil Co. leases. 


OIL OPERATOR AND BANKER 


OKMULGEE, Okla., Jan. 27.—Bert L. 
Wigton, well-kuown Okmulgee oil oper- 
ator, has been elected president of the 
Bank of Commerce by dircetors. He suc- 
ceeds E. W. Kimbley, who retires from 
the presidency of the bank in order to 
give his entire time to the management 
of the Kimbley Oil & Refining Co., which 
he recently organized. Mr. Kimbley re- 
mains on the board. 


ALBERTA FOUR-FYES GETS 
SOME MONEY FOR HER OIL 


Ponca City, Okla., Jan. 27.—Above 
the bluffs that form the western bound- 
ary of the buffalo corral of the 101 
ranch, 12 wells are to be drilled soon to 
test the theory of a puzzled geologist that 
there is a continuation of the structure 
that is produe’ng oil in what is known 
as the Ponca field. The wells are to be 
drilled to the lime formation to determine 
the trend of water sands. West of the 
bluffs the surface has a favorable geo- 
logical aspect. One well is drilling and 
locations have been made for others in 




















APOLLO-KEYSTONE 


COPPER STEEL GALVANIZED 


Sheets 


Highest quality rust-resisting Galvanized sg || | VOR 
Sheets manufactured for oil country 
work; sheds, boiler and belt houses, 
tanks, roofing, siding, etc., either per- 
manent or temporary construction—fire- 
proof, lightningproof, durable. 


Look for the Keystone added below the regular 
brands—it indicates that copper steel is used. We 
manufacture Sheet and Tin Mill Products of every 
description— Black Sheets, Galvanized Sheets, 
Corrugated Sheets, Formed Roofing and Siding 
Products, Roo’ Tin Plates, Bright Tin Plates, 
Black Plate, etc. for Better Buildings booklet. 


Fx 











AMERICAN SHEET AND TIN PLATE COMPANY, Gen. Offices: Frick Bidg., Pittsburgh, Pa. 











territory hetween the bluffs and the pro- 
duciirg area. 





Should tkere be a southern continua- 
tion of the Ponca field, not a few Ponca 
Indians would profit. Although many 
test wells have been drilled over what 
formerly was the Ponca reservation, only 
a few redskins have made any money out 
of oil. Among the few ‘s Alberta Four | 
Eves. who is sxid to have received roy- 
alties aggregating $50000. For a _ re- 
newal of a five-year lease on her allot- 
ment a skert t'me © she received a’ 
bonus of $15,000. Others who have 
vrofited more or less from oil and gas 
development are Emily Makes Noise, 
Willie Cry. Flossie Running After Arrow, 
Eugenia Big Goose and the estate of 
Carrie Site on a Hill. 


INDIAN APPROPRIATION BILL 


WASHINGTON, Jan. 28.—The Indian 
appropriation bill has passed the House, 
carrying many items of interest to Okla- 
homa. Among them was one for $185,000 
for the superintendent for the Five Civil- 
ized Tribes, with a provision authorizing 
him to pay all undisnuted claims and to 
approve all uncontested agricultural and 
mineral leases. It pegrites for an aquest 
to the Secretary of the Interior only in 
contested claims and leases. 

It contains an appropriation of $225,- 
000 in aid of the common schools in’ 
Eastern Oklahoma, a provision for a 
150 per capita payment for Choctaws 
and Chickasaws, an item appropriating 
$15,000 for the comnetency commiss‘on 
for the Five Civilized Tribes, and one of 



































TeOie tae mated to ee 


$43,000 for the Cherokee a Train- 


DEN-EMETINE 


Tet OeT:. 8 PA 8. SF 


Cleans the Teeth, Sweetens the Breath and Prevents Pyorrhea 


Price, 50 cts. 


Per Tube— Postpaid 


ASK YOUR DENTIST 


KRAMER LABORATORIES CO., Oil City, Pa. 








For Sale at PURITAN and QUAKER DRUG STORES, Tulsa, Okla. 














ing School near Tahlequah. 
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All Branches of Modern Banking 


We solicit the accounts of Individuals, 
Firms, Corporations and Banks 


COLLECTIONS 
on Fort Worth and the Southwest 
A SPECIALTY 


Capital, Surplus and Profits $2,000,000.00 
Established 1873 


THE FORT WORTH NATIONAL BANK 


Main at Fifth Street 
FORT WORTH, TEXAS 


United States Depository 


























“Hammond Tanks” 
ADD VALUE TO YOUR REFINERY 





We furnish material knocked down for Oil Refinery 
Tanks, Stills, Agitators, Condensers, etc.— your own 
design-—or standard specifications. We maintain a 
capable erecting crew in the Oklahoma-Kansas fields. 


Address inquiries to 


Hammond [Tron Works 
WARREN, PA. 
17 Battery Place, New York 


Have you received General Pershing calendar 1919? 

















JOHN A. ARNOLD & COMPANY 


AUDITS, SYSTEMS, CONSULTATIONS 
AND REPORTS 


We specialize in Oil and Refining Accounting 
and Income and War Tax Reporting 


207-215 Central National Bank Building, ; - . Tulsa, Okla. 
517 Lee Building, - - - . - - .-Oklahoma City, Okla 
223-234 Flynn-Ames Buildine, — - : - - Muskogee, Okla. 


306 First National Bank Building, - - - - Denver, Colo. 





BaRTLrsvit_E, Okla. Jan. 25.— 
Throughout the oil fields of the South- 
west many bright young men are getting 
good salaries and valuable experience in 
serving big interest as oil scouts. The 
scout must be a hardy, resourceful, ener- 
getic, observing individual and one who| 


‘is not easily bluffed or turned any from 


his purpose. In the oil business there is 
a neighborly interest in trade secrets. If 
somebody has broken into a new pool 
early knowledge on that subject is very, 
interesting to owners of nearby leases. 
If there is land in the vicinity that can 
be leased, the companies wish to know 
about that too. The scout’s duty is to 
provide the information. If a wildcat 
well is being drilled away back in the 
woods several miles from nowhere, the 
scout must penetrate the ae and kee 
in touch with the progress of events. — 
possible the scout must learn about “in- 
dications” in the new hole and then if 
the well really yields oil, its productivity 
possibilities are important. If it is dry 
that fact also means much. Statistics as 
to oil in storage and other phases of the 
game are also needed. The scout gets 
the figures. 
R. B. Lloyd, chief of the Empire’s in- 
telligence bureau, recently had some re- 
marks to make regarding the oil scout’s 
duties. He said that the Empire’s scout- 
ing department was instituted in 1916. 
It was organized in a limited way, and 
its work was confined principally to nat- 
ural gas development work. The average 
field force consisted of four scouts. Little 
attention was paid to the oil industry. 
In the early part of 1917 the department 
was reorganized so that it could cover all 
phases of the oil and gas industry from 
the producing to the marketing end. The 
field force at the present time consists of 
24 men who follow operations in the fol- 
lowing States: Montana, Colorado, Utah, 
Nebraska, Kansas, Oklahoma, Missouri, 
Texas and Louisiana. 

Oil Scouts Duties 
Each scout has a clearly defined terri- 
tory in which he must keep an accurate 
record of everything relating to the in- 
dustry, such as well locations, drilling 
depths, logs of completed wells, produc- 
tion data, record of pipe line runs, and a 
complete record of all refineries and gaso- 
line plants in the territory, and any 
other epecial information that may have 
a bearing on the industry. In many 
cases it is difficult to obtain the informa- 
titon desired. We have found it more 
difficult to secure information from the 
small companies than from the larger 
ones. The latter, as a general rule, are 
willing to give and exchange’ information 
readily. 
For reporting wells in States where 
they have the land divided into sections, 
the scout is provided with a form which 
we call Form 1 his form is used for 
reporting on a well from the time the lo- 
cation is made until the well is completed. 
In many cases a report is made on each 
well once a week. In the Texas districts, 
we have found it more difficult to report 
wells accurately as to location, as the 
territory is not sectionized and many of 
the properties are of an irregular ~—“- 
Once every month, and in some dis- 
tricts, every week, a production report 
is made. This report consists of a rec- 
ord of every property in the district, giv- 
ing the farm name location, company 
name, total number of wells and the pro- 
duction for the period, as well as the 
stocks on hand. 
We have endeavored to collect data 
on all of the refineries in Kansas, Okla- 
homa, Texas and Louisiana. It has been 
found somewhat difficult to keep this list 
correct, on account of the fact that where 
there are so many small skimming plants 
that operate for a while, then change in 
ownership several times and in many 
cases are scrapped and moved to other 


locations. 
Constant Checking 
It takes constant checking to keep an 
accurate list of the casinghead and ab- 
sorption gasoline plants, as numerous 
plants are being erec from time to 


time. 
In districts where our gas division has 
ipe lines, a monthly gas report is made. 
is report covers a complete record of 














each well in the distri such 
fulcomatien as location, os = com- 


DUTIES OF THE OIL, SCOUT ARE SET FORTH 


Petroleum Enclyclopedia and Information Bureau Personified in the 
Young Man Who Gets the Dope for the Oil Companies 
—Mr. Lloyd Tells About Him. 


pany name, depth of well, open flow and 
rock pressure. The district superintend- 
ent in the territory, assists in the — 
of this report by turning in data on 
Empire wells, making it unnecessary for 
the scouts to test these wells. 

The department co-operates with the 
mapping department in keeping up maps 
of proven fields, such as Augusta, El Do- 
rado, Cushing, Healdton, ete. he first 
well ticket on location notices sent in ‘by 
the scout, is sent to the mapping depart- 
ment and is then transferred to their 
maps. The same thing is done with the 
last report on a well, giving the mapping 
department the information as to whether 
it is a producing well or a dry hole. 

On account of the fact that the Empire 
is comparatively a young company in the 
business, they did not possess a very large 
collection of maps, and their records of 
early oil development in the Mid-Conti- 
nent, were very incomplete. 

Mapping Department 

Today, the mapping department has 
maps showing the production in all the 
fields in Kansas, Oklahoma and Texas. 
This was accomplished in this way. The 
mapping department furnished the scout- 
ing department with the unmarked maps. 
These were sent to the scouts in the field, 
and were checked up very carefully and 
marked. They were then returned to the 
office for the mapping department’s in- 
formation and to be transferred to per- 
manent tracings. In order to keep these 
maps up to date, we are sending out once 
each month, duplicate maps of each 
scout’s territory on which the scout 
makes corrections and returns one copy 
to the office for the mapping department’s 
record. 

Considerable effort has been made to 
collect as complete a list of well logs as 
possible. These well logs give the for- 
mation and thickness of same, as well as 
all sand records. Also the casing records, 
showing the size and number of feet of 
each casing in each string. 

The scouts, through their constant 
traveling through a district, build up-a 
large acquaintanceship which is one of 
their bést assets. It enables them to get 
informationo from so many different 
sources, and is especially valuable in 
learning of property sales and land avail- 
able for leasing. In many cases, the 
scouts have been able to get information 
on property sales when other means have 


failed. 
Competitive Buying 

In the districts where our oil pipe line 
division has pipe lines, the scouts are 
constantly on the lookout for oil that can 
be purchased. In cases where the pro- 
ducer is dissatisfied with the service of 
the company purchasing his oil, he knows 
the quickest way for relief is to let the 
scout of a competing company know of 
his trouble. 

All the large oil companies have oil 
scouts whose work is practically the same 
as those which Mr. Lloyd describes. They 
are very useful men. It often happens 
that in knocking about they obtain ex- 
perience and knowledge which later they 
apply in a personal way to enable them 
to get into the oil game on their own 
account. 

The oil scout of the present has a dif- 
ferent line of work to that of the old- 
time scout who was active in the days of 
the local oil exchange system of oil-mar- 
keting.» On reports of scouts in those 
days, prices largely depended. Wxclu- 
sive information promptly forwarded, 
enabled brokers to buy or sell oil and be 
ahead of competitors on probable fluc- 
tuations. That kind of marketing is-out 
of date now. There are so-called oil ex- 
changes that deal in oil stocks and leases. 
They don’t specialize in the bouying cr 
selling of oil. 





PRAIRIE TAKES OVER LINE 


_ Datias, Tex., Jan. 25.—According to 
information made public here, arrange- 
ments have been concluded whereby the 
Magnolia Petroleum Co. leases to the 
Prairie Pipe Line Co. 175 miles of 8-inch 
pipe line extending from Bowie, Tex., to 

shing, Okla. e lease is for a term 
of one year and is Subject to wae 
of the Interstate Commerce Commission. 





Announcement came from the Magnolia 
company. 
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Ruth Introduces a Bill 
Against ‘‘Dehorned’’ Gas 


OKLAHOMA CrTy, Jan. 27.—Repre- 
sentative Ruth, of Oklahoma City, does 
not believe that natural gas should be 
“dehorned” or “denatured.” He simply 
eannot permit himself to believe that it 
is “natural” gas when it has been put 
through a process whereby some of its 
inflammatory elements are amputated. 
Ruth does not accept theories of scien- 
tists to the effect that natural gas which 
has been forced to give up a certain in- 
flammatory juice known as gasoline, is 
ever thereafter the same as it was prior 
to the alleged chemical larceny that has 
robbed it of the aforesaid juice. And he 
means it. Ruth’s bill shows that. He 
would penalize any person or concern 
that would endeavor by absorption or 
other extraction method to take gasoline 
from gas. Dehorned gas, denatured gas. 
Ruth says, is merely the residuum. 
“There’s just as much reason in prohibit- 
ing that sort of gas,” says the legislator, 
“as there is in forbidding oleomargarine 
to be sold for pure butter or milk from 
which the cream has been removed as the 
natural product that comes from the 
dairy.” 

Mr. Ruth savs he has ascertained that 
out of each 1.000 cubic feet of natural 
gas. one-half a gallon of gasoline mav be 
extracted. This gasoline is worth about 
25 cents a gallon. He has found that 
one gas company pays 2% cents for gas 
at the wells and sells it for 42 cents. 
after gasoline has been extracted. The 
sale of gasoline, he contends, consider- 
ably reduces the cost of the gas and con- 
siderably enlarges the nrofits of the dis- 
tributing comnany. He would subiect 
such a comnany to a fine or forfeiture 
of its franchise . 

Mr. Ruth, the Oklahoman says, is 
author of a kindred measure that would 
require the distributor of natural gas to 
maintain a reasonable, adequate and nec- 





essary minimum and maximum pressure | houses, machine shop, power houses, etc., 


in its mains, laterals and commercial and 
municipal corporation. 

He contends that reduction of pressure 
proportionately decreases the number of 
heat units in the gas used. Exneriments 
have proved. he says, that a half-ounce 
of pressure decreases the number of units 
to one nine hundred and sixtieth. He 
charges that some companies have com- 
pletely ignored orders of the Corporation 
Commission with reference to maintain- 
ing a minimum pressure. 

Testimony of gas officials, says Mr. 
Ruth, in a case heretofore tried in Okla- 
homa City, was to the effect that a de- 
erease of pressure does not affect the gas 


meter. 
Other Oil Legislation 

Renresentative Fibey, of Ada, is author 
of a bill that takes from the Cornoration 
Connnission authority to fix and estab- 
lish rates for gas, water and electricity 
where rates are fixed by a municipality 
by contract or franchise with a public 
service company. 

A measure that may be of interest to 
those contemplating entering the promo- 
tion end of the oil industry has been in- 
troduced by Representative Woodward. 
of Suyder. which provides for the organi- 
zation of co-operative corporations. 

It provides that the number of di- 
rectors shall not be'less than five, that 
stock must be sold at not less than par 
value, that 20 per cent of the stock shall 
have been met for before the concern 
starts doing business, that there shall be 


no partial payments in the buying of | jiions brou ht about by the war and 


stock, that the board of directors shal! 
decide who may buy stock, that not over 
5 per cent of the capital or over 


Narn, Art or corporation, that each | 21, 1018, requiring lessees ‘tp drill a well | 
stockholder shall have one vote regard- pe ey Soir Ge . Fe y — | 


less of the number of shares held. 


If at any time the indebtedness of the prior to amendment of February 21.” 


cornoration should exceed the amount of 
sutecribed canital stock and accumulated 


surplus. the directors are made liable per- Tune SE yroe OF CREW; 


sonally for the difference The bill pro- 
vides that not less than 10 per cent of 
the cornoration’s net earnings shall be 


PHILADELPHIA, Jan. 
set aside as aarnias or a reserve fund eine cargo ship Hwah Yib landed at 
c 


each year, until such fund equals 50 per 


cent of the capital stock. Dividends may | the crew of the oil carrier August Bab- 
Any amount re-|cock. They had been rescued at sea 200 
maining after a dividend is paid, and/miles north of Bermuda on the night of 
after the net earnings and profits have | Janua 
been determined, shall be prorated among | which 


not ex 8 per cent. 


the stockholders. An annual financial/ship. The men were in the and 
statement is required. No other corpora-| were taken off by means of cables and 
tions than those chartered under this act | life-boats. They could tell nothing of the 





DEPLETION FIGURES ON OIL 
READY FOR THE GOVERNMENT 





Datxas, Tex., Jan. 27.—Estimates and 
examinations made by W. E. Prather and 
W. P. Bentley, of this city, on behalf of 
the Government, in the Texas oil fiel 
to determine the rate of depletion of oi 
properties, are ge gap mye and 
a meeting to be held in Isa this week 
4 the whole Mid-Continent force of spe- 

1 geologists assigned to this work will 
formulate the report. The repo th 
the figures ascertained will be in Wash- 
ington by Feb. 1. The work has been 
tedious and of the most painstaking char- 
acter. It is designed to disclose the rate 
at which oil p ucing properties are de- 
pleted through the production of oil. The 
figures ascertained are to be used by the 
Treasury Department in fixing values for 
Federal taxation of oil properties. 

This work, especially in Texas, has 
been difficult because of the comparative 
newness of the fields, and this is espe- 
cially true in so far as the deep produc- 
tion is concerned. The oil producers have 
uniformly co-operated with Mr. Wrather 
and Mr. Bentley in arriving at accurate 


CONTINENTAL BANK & TRUST CO. 


SEVENTH AND HOUSTON STREETS 
FORT WORTH, TEXAS 


CAPITAL AND SURPLUS. $700,00.00 


Our Service will meet your requirements 
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deductions, and the result will be at 
least worth while as showing the real 








value of oil properties that are, of course, 
being depleted every day oil is taken from 
their wells. 


NEW REFINERY TO BE 
IN OPERATION, APRIL 1 


The American Refining Co., of 
Wichita Falls, Tex., expects to begin op- 
eration not later than April 1. The com- 

ny’s initial runs will approximate 
500 to 3,000 bbls. daily. The Avis Re- 
fining Co.’s lubricating plant at Jacks- 
boro, Tex., was purchased by this com- 
pany, dismantled, moved to Wichita Falls, 
and conver into a gasoline plant. New 
steel throughout was purchased to per- 
fect the conversion. The plant is located 
just across the Big Wichita River, two 
miles north of the city, and has 40 acres 
of land. All buildings, inclusive of of- 
fice, boiler houses, receiving house, pump 








are constructed of brick walls with struc- 
tural steel roofs. Double loading racks 
are also constructed of structural steel. 
Within a short time the company will lay 
and operate a 4-inch or 6-inch pipe line 





OFKIM TAPES 


RELIABLE ALL WAYS 
For Tank Gaugers and Tank Strappers. 
With Plumb Bob. 
Light (6 oz.) or Heavy (18 oz.) 
Without Plumb Bob. 


Furnished with substantial Metal F " 
Reels or Cases, aloo Leather Cases. _ 


STEEL’ AND METALLIC TAPES 
‘or general use. 


trom your desk desire, 
= er just what you we 


pleased to hear from you. 
Send for Catalogue. 
SAGINAW, MICH. 
THE [UFRON fpULe (0, York Landes, Eng 






























to Burkburnett field where its crude sup- 
ply is produced. M. Bashara, a 
widely known producer in South Texas, 
Louisiana and North Texas, is presi- 
dent; W. W. Silk, a well and favorably 
known producer of North and Central 
Texas, is first vice president; J. G. Kil- 
gore, center soweney treasurer of the 
Panhandle fining Co. of Wichita 
Falls, Tex., is vice president and general 
manager; H. A. Allen, formerly treasurer 
of the Wichita Mill & Elevator Co., is 
secretary treasurer. The directorate 
consists of the following, all of whom are 
either producers or interested in oil 
circles: M. J. Bashara, J. G. Kilgore, 
W. W. Silk, N. B. Chenault, C. W. Reid, 
W. N. Maer, P. P. Langford and H. A. 
Allen. The company’s crude supply is 
assured by reason of the fact that prac- 
tically 3,500 bbls. daily is produced by 
its stockholders. Its fleet of tank cars 
will be adequate to accommodate the 
plant’s output. 





NINE-MONTH RULE REVOKED 


Mouskocee, Okla., Jan. 25.—Indian 
Superintendent Gabe E. Parker has re- 











Texas’ Finest Clothes Shop 


**The Dallas Home of Oil Men’’ 


Exclusive, high-grade Apparel that 
will please the most fastidious men 


Make this shop your office and headquarters in Dallas 
SERVICE 


QUALITY SATISFACTION 


HURST BROS. CO. 
Main at Field, Dallas 























ceived the following message from Indian 








Commissioner Cato Sells, regarding a reg- 
ulation as _to drilling on land owned by 
full-blood Indians: “As emergency con- 





the acute shortage of oil and gas no 
longer exist, the amendment to the oil | 
and gas lease form approved February | 


future should be executed on form used 





MAY HAVE PERISHED 





Pa., 24.—The 


port today with three members of 


19, after an explosion of oil 
iad wrecked and set fire to the 





shall be entitled to use the word “cooper-| fate of the officers and remainder of the 
ative” in-their charter. - q 














Bradford Rig & Reel Co. 


F, J. BRADFORD, President 
Vv. H. VAN HORN, Sec’y and Treas. 


Manufacturers of 


**Bradford’’ Rig Irons Calf Wheel Outfits 
Iron Sand Reels Rig Iron Woodwork 
(Distributed Through Supply Stores) 


Tanks for Oil and Water 


Office: 308 Cosden Bldg., Tulsa, Okla, 
Phones: 6748 — 1642 — 1296 — 6980 
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For measuring Natural or Artificial Gas, 
Gasoline, Oil, Water, and any other 
gases and liquids. 

Pittsburgh Meter Company 





East Pittsburgh, Pa. 








ATERBURY 


eam) DRILLING CABLES 





Wire and Manila 


We make a complete line of Wire and 
Manila Ropés‘for Oil Well Drilling. Back 


of all of them is a successful and con- 
tinuous manufacturing experience dating 
back to 1816. 
Our Wire Drilling Cables include Crucible 
Cast Steel stock, Extra Strong and Plow 
Steel stock. Also Tubing. Casing and 
Sucker Rod Lines. 
In Manila Rope we offer “Drillwell” 
Brand Drilling Cables, Sand Lines and 
Bull Ropes. 

Our Catalog will help you to a 

wise selection. Free on request 


WATERBURY COMPANY 

63 PARK ROW, NEW YORK 
CHICAGO 7 1315-1321 W. Congress St. 
SAN FRANCISCO - - 151-161 Main St. 


DALLAS, TEXAS - A. T. Powell & Co. 
NEW ORLEANS, 1018 Maison Blanche Bidg 


ETE CTS 








Fuel Oil—Petroleum and its 
Products—Tank Cars— 
Storage Tanks 
Phone, wire or write to 
_. EDW. CRUSEL 








734 Common St., NEW ORLEANS, LA. 














FREE OIL MAP 
Showing Structures and Formations 
in Stamford Territory. 


CHAMBER OF COMMERCE 
Stamford, Jones Co., Texas 














WOOD, ELSTON & WITTEN 
CONSULTING ENGINEERS 
207 Wright Laboratory Bldg, 
Phone Osage 6919 TULSA, OKLA. 
Estimates, plans and _ specifications 
for structures of steel and reinforced 
concrete; supervision of construction; 
reports on existing structures; flood 
protection; surveys. 














Gaines B. Turner D. M. Doyle Clyde Grissom 


TURNER and DOYLE 
ATTORNEYS AT LAW 
Specializing in Oil, Gas and Land Law 


Dundee Bldg., Fort Worth, Texas 

















Are you getting all of your gaso- 
line out of your gas in your com- 
pression plant? 

If not, let us install an absorption 
plant on your residue gas. 

G. A. BURRELL COMPANY 


1907 Benedum-Trees Bldg. 
Pittsburgh, Pa. 




















Conserve Natures Perfection 
of Mineral Oils by 


WELLS PROCESS 
The Wells Oil Refining Process Co. 


COLUMBUS, OHIO 
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NOT TO PAY RENTALS 
| pees 


ON THEIR OWN LANDS 


Oil Men Deny Alleged Acquiescence in Carranza’s Method of Manag- 
ing Oil Matters in Mexico—Statement by Mr. Swain. 


New York, Jan. 25.—Deyning that 
| American oil producing interests in Mex- 
|ico have expressed a willingness to pay 
| royalties and rentals on their own lands 


| to the Mexican Government, the Asso-| 


ciation of Mexican producers this week 
lissued a statément revealing just how 
‘extreme are the demands of the Carranza 


| government on the foreign petroleum in-| 


|terests. According to this statement the 
| companies would be required to pay under 
| proposed legislation in addition to a heavy 
export. tax: ‘ 

1. An annual tax on undeveloped acre- 
|age, which in some cases would equal or 
lexceed the present value of the land. 
| 2. Fifty per cent. of their share in the 
production from lands leased by them to 
others. 





| from lands which they are operating. 

In the last cases, the statement says, 
the assessment might be based upon an 
arbitrary and excessive valuation of the 
oil, as is now true of the export tax. 

The oil producers issued their state- 


ment through Chester O. Swain, general | 


solicitory of the Standard Oil Co. of New 


Jersey, and vice-chairman of the execu- | 


tive committee of the association. It 
was given out in answer to recently pub- 
lished reports that the American pro- 
ducers had expressed their willingness to 
pay “satisfactory and reasonable royal- 
ties to the Mexican Government.” 

In refuting this report the producers 


declare “they never will pay rentals or | 


royalties on their own properties,” and 
charge that the reports to the contrary 


emanated from “unsympathetic sources.” | 


| The source referred to is understood to 

have been Alberto Pani, an emissary of 
Carranza, who 
| ferred here with the American producers. 


| At that conference Mr. Pani, it is stated, | 
what he called a draft of a) 


| . 
| submitted 


| substitute for the proposed petroleum 
|measure to which American producers 
| have taken exception. 
To Seize Oil Lands 

Examination of Mr. Pani’s bill dis- 
closed the same intent to seize foreign oil 
lands as was embodied in the previous 
bill, although ambiguities of language 
were employed which might have been in- 
terpreted as being concessions of the prin- 
ciple for which the American interests 
contended. The American oil men re- 
jected the substitute bill in toto, it is 


3. Five per cent. of their production | 


recently con- | 


The Mexican Congress, which was to 
have considered the oil bill, adjourned to 
December 31 and will not meet in regu- 
lar session until September, but it is the 
understanding here that a special session 
| will be called soon, at which the attempt 
ito enact the objectionable oil bill may 
be renewed. 

After reviewing the history of the con- 
|troversy with Mexico the statement is- 
| sued yesterday says: 
| “In all the negotiations the oil com- 
| panies have taken the position that they 
| will not acquisece in policy of the Mexi- 
|can Government (to deny the title of pri- 
|vate owners to petroleum lands), and 
|that they will insist upon full and com- 
plete recognition of their vested rights 
In the decrees that have been signed by 
President Carranza and in a petroleum 
law which he has submitted to the Mexi- 
can Congress, the companies have found 
what appears to be a determined policy, 
despite the government’s professed will- 
ingness to recognize their vested rights 
to require them to pay rentals and royal- 
ties to the government. Of course the 
|}payment of rentals and royalties can 
mean only recognition of the govern- 
ment’s ownership. Seeing that their 
|acquiescence in this arrangement would 
be subversive of the very principle they 
are contending for, the companies have 
refused to give their approval. 

Mexican Taxes 

The second matter involved is taxa- 
tion. Time and again the companies have 
|expressed their willingness to pay reason- 
able taxes. At the present time they are 
paying as an export tax alone theoretic- 
ally 10 per cent. but actually, because of 
| arbitrary and excessive valuations 
|adopted by the executive, this amounts 
| to something like 20 per cent. They also 
are paying large additional amounts by 
way of bar dues, stamp taxes and other 
im positions. 
| “The companies contend that these 
|taxes which they already are paying are 
| exorbitant. They contend that there is 
}no parallel in modern times nor in pres- 
|ent day international relations. No taxes 
|approaching these are imposed by the 
| United States nor, as far as the com- 
| panies are advised, by any other govern- 
|ment upon exportations to Mexico. But 
|the Mexican Government does not pro- 
pose to stop even here; upon these enor- 
|mous taxes it would superimpose rentals 
‘and royalties.” 











stated. 


TO ORGANIZE OIL WORKERS 
IN THE FIELDS OF TEXAS 





Fort WortuH, Tex., Jan. 25.—An ac- 
tive campaign to organize locals of the 
International Association of Oil Field, 
Gas Well and Refinery Workers of 
America will begin soon. International 
headquarters of the union which is af- 
| filiated with the American Federation of 
Labor, were transferred here _ several 
weeks ago and R. E. Evans, president, 
|and H. L. Hope, secretary-treasurer, are 
conducting the affairs of the organization 
in a suite of offices in the Texas State 
Bank Building. G. G. Jacobs, one of the 
organizers of the union, arrived here re- 
cently from Los Angeles, Cal., and W. C. 
Wilson, another organizer, has been at 
work several weeks in the Goose Creek 
district. Secretary Hope announced 
today that probably 15 organizers will 
be at work in the Southern district, com- 
prising Texas, Oklahoma and Louisiana, 
within the next few weeks. 








OPENS TEXAS HEADQUARTERS 





The Corken Machinery & Supply Co., 
of Oklahoma City, announces the estab- 
lishment of headquarters at the West- 
brook Hotel, Fort Worth. This is to 
give the refining industry of the great 
Texas oil fields the best possible service 
on pumps. During the past three years 
this company has equipped many refin- 
eries in the Mid-Continent field with 
National Steam Pumps, and states that 
it is in position to figure either on the 
National, the Gould’s Centrifugal or the 
Gould’s Triplex power driven pumps. 


William A. DeBold will be located per- 
manently at Fort Worth, and will have 
charge of the company’s business in the 
Texas fields on other refinery specialties, 
as. well as.on pumps. 





WENGER A CIVILIAN AGAIN 





Muskoeer, Okla., Jan. 25.—Lieut. 
Henry E. Wenger, president of the Wen- 
ger Petroleum Co., and treasurer of the 
‘Oklahoma Fuel Co., has returned home 
after being discharged from further mili- 
tary duty at Camp Langley Field, Va., 
and will hereafter give all his attention 
to his oil and coal interests. Lieutenant 
Wenger, who is a native of France, en- 
listed in the American army as a private, 
and was promoted to sergeant and then 
to lieutenant. He was in line for fur- 
ther promotion when the armistic was 
signed. 





PLAN TO KILL OIL MEN 





WASHINGTON, Jan. 25.—A plot on the 
lives of John D. Rockefeller and his son, 
John D. Rockefeller, Jr., and other capi- 
talists, planned by anarchists in New 
York in 1914, shortlv after the beginning 


the Senate propaganda investigating 
committee by Thomas J. Tunney, a police 
inspector of Washington. The plotters 
were known as Carson, Berg and Han- 
son, and all were killed by the explosion 


Rockefellers, he said. 





INCREASE IN CONSUMPTION 





JEFFERSON City, Mo., Jan. 25.—The 
fees for inspecting oil furnished the State 
$278.177 of revenue last year, an increase 
of. $32,431 over 1917.. These fees repre- 
sent 79,029,100 gallons of gasoline and 
36,878,250 gallons of kerosene. Reduced 
to barrels of 50 gallons to the barrel this 
means 737,565 barrels ot kerosene and 
1,580,582 barrels of gasoline. She State 
charges a fee of 12 cents per barrel for 





inspection. 


NATALITE IS SUBSTITUTE 
FOR GASOLINE IN AFRICA 





Natalite, a by-product of sugar, is being 
used as a motor car fuel in Johannesburg, 
South Africa. Although this fuel is not 
nearly so satisfactory as gasoline or kero- 
sene, due to carbonization of the engine, 
there is nevertheless a good deal of in- 
terest in it because it is much cheaper 
than imported gasoline and kerosene. It 
is being sold at 75 cents an imperial gal- 
lon, in wholesale quantities and at points 
on the coast at a lower price. Gasoline 
is selling at $1 a gallon, according to the 
publication, Automotive Industries. 

In addition to carbonizing the engine, 
natalite does not give as much power as 
gasoline and kerosene. The feeling is 
that its quality as a fuel can be improved 
and distributors are looking forward to 
it with interest. 

A shortage of gasoline is one of the 
motor car problems of South Africa. It 
has resulted in a large number of cars 
being placed in storage. Gasoline has 
been as high as $1.25 a gallon, and the 
price generally ranges between $1 and 
this figure. Some of the distributors 
have recently imported large quantities 
of American gasoline, but the economy 
has been slight insofar as the price is 
concerned. 

Considering the population of South 
Africa, the number of cars imported and 
sold is great. The entire white popula- 
tion is little more than 1,000,000 which is 
one-fifth that of Australia and about one- 
ninth that of Canada. 





AT PIERCE HEADQUARTERS 





Fort WortH, Tex., Jan. 25.—Head- 
quarters of the Pierce Oil Corporation. 
recently established here, was visited 


today by a delegation of high officials of 
the company, including C. A. Pierce, son 
of H. Clay Pierce, president of the cor- 
poration. Eight officials of the company 
are in the party. They visited the plant 
of the Pierce-Fordyce Oil Association re- 
finery. From Fort Worth the party will 
go to the oil fields at Burkburnett and 
Ranger, and also inspect the holdings of 
the company in the counties adjacent to 


these fields. Others in the party are 
Eben Richards, vice president; J. N. Gal- 


braith, vice president; J. N. Galbraith, 
vice president; J. L. Spear, controller; 
J. M. Eckrich and G. L. Kamps, pur- 
chasing agents, and G. A.” Steele, sales 
manager. 








15 Tank Cars 

For Immediate Delivery 
We have, for immediate delivery, 
fifteen all-steei tank cars, center 
anchors, capacities ranging from 
4,300 to 8,100. average car capacity 
well over 6,000 gallons,.all in first- 
class M. C. B. condition. We will 
make an attractive proposition for 
lease or sale. 


PEOPLES TANK LINE Co. 
Coffeyville, Kansas 
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RANGER, TEXAS 


Drilling Contracts 
Royalties and Leases 
Reference : 

Security National Bank of Dallas 
E. F. DUGGAN 


Dallas Ranger 
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Cc. M. Bauer 


BAUER AND CLARK 


OIL AND MINING 
GEOLOGISTS 


Okmulgee, - - - 


R. W. Clark 
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A. G. OLIPHANT 


GEOLOGIST—ENGINEER 
(Oil and Gas) 


Room 201 Triangle Bldg. 
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, An Unmatched Success 

s 

d 

Hotel Jefferson 
¢ Dallas, Texas 

S Opposite New Union Station 

: Fireproof and Indestructible 

d ° 

s European Plan Exclusively 
; Convenient to all City Activities 
S 

| HOME-LIKE 

i Rates, $1.10, $1.50, $1.75, $2.00 
z and $2.50 per day 

; Same Price to All 

i 

(CEDAR) 

: NORTHERN OR WESTERN 
t 

- When you need Poles, 
remember us. We guar- 
antee to ship same day 

) as order is received. 


Naugle Pole & Tie Co. 


Branch Office: 
524 Dwight Building 
Kansas City, Mo. 
A. A. Marrs, 8S. W. Rep. 
Main Office: 
5 S° Wabash Ave., Chicago, Ill. 
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OSAGE MAPS 


You cannot keep up with Osage 
production and Government sales of 
Osage acreage unless you have the 
latest Osage Maps. 


Price on Linen, $5.00 





TULSA ENGINEERING & 
SUPPLY Co. 


: 218 South Boulder ‘Tulsa, Okla. 











‘FOR SALE 


We have on hand a few back num- 
bers of THE Om AND GAS JOURNAL 
which we shall be pleased to fur- 
nish at 10 cents each. 


All issues in 1914 except: Jan. 1, 
8, 15; Feb. 5, 26; Apr. 9, 23; Aug., 
all issues; Sept. 10. 

All issues in 1915 except: Aug. 
19, 26; Sept. 2; Oct. 14. 

All issues in 1916. 

All issues in 1917, except: Jan. 
11; Feb. 29; March 1, 15; April 5, 
12, 19, 26; May 3, 10, 17, 24, 31; 
June 14; July 19; Ast. 2, 16; Sept. 
6, 13, 20, 27; Oct. 4,18; Nov. 1, 15; 
Dee. 6, 13, 20. 


No issues previous to 
January, 1914. 


PETROLEUM PUBLISHING CO. 
Tulsa, Okla. 

















Freight Rates on Oil 
Reduced in This State 


OKLAHOMA City, Jan. 2.—Oklahoma’s 
Corporation Commission has issued an 
important order regarding intrastate 
rates on oil shipments on railroads. By 
means of this order the railroad com- 
anies are directed to refrain from col- 
ecting at present rates, the new regula- 
tion to become effective March 1. The 
finding referred to is a schedule of rates 
fixed by the commission for the transpor- 
tation within the State of petroleum and 
its products, following a hearing some 
months ago on complaint of the Western 
Petroleum Refiners’ Association vs. the 
yo gad General of Railroads, Mr. Mc- 
Adoo. 

According to figures of the Corporation 
Commission the latter’s schedule of rates, 
those now sought to supersede the present 
rates, is an increase of 28 per cent. on 
100-mile hauls over those existing pre- 
vious to March 3, 1918, or the schedule 
annulled by decision of the United 
States court. The present rates, how- 
ever, or those of the railroads later in- 
creased by the Railroad Administration, 
are 56 per cent. increase over the com- 
mission’s rates in effect prior to March 
25,1918. 

On the 200-mile hauls the comparison 
is 15 per cent. increase by the commis- 
sion and 56 per cent. by the railroad and 
the director general. These distances 
cover practically all movements of pe- 
troleum and products within the State. 

The order issued by the commission 
represents a thorough handling of the 
subject and the full power of the tribunal 
will be exerted 
Western Petroleum Assotiation was rep- 
resented in the hearing by Clifford 
Thorne, once member of the Iowa ¢om- 
mission. 








WORK ON NEW MACHINE 
SHOP PROGRESSES RAPIDLY 





Ow City, Pa., Jan. 25.—The Joseph 
Reid Gas Engine Go., whose machine 
shop at its Oil City plant was destroyed 
by fire on Dec. 28, 1918, is preparing for 
an early rehabilitation. 

Within two days after the fire oc- 
curred, the company commenced to get 
under temporary cover and preserve all 
of the damaged building and machinery 
which it was possible to save and has 
been pushing the work of salvage and 
repairs, both night and day, as fast as 
circumstances will permit, with the re- 
sult that a large portion of the old build- 
ing is now enclosed and additional ma- 
chinery put into operation daily. 

Arrangements have been about com- 
pleted and work is now under way to 
build the machine shop so as to have as 


!!much manufacturing space as was con- 


tained in the former building and to get 
it into use as soon as possible. 

Officials of the company have expressed 
themselves as being satisfied that unless 
some unforseen obstacle prevents, they 
will be able to carry on the work con- 
tinuously and complete the new struc- 
ture promptly, so as to have it ready for 
occupancy about as fast as the new ma- 
chinery, which has been ordered and 
which is arriving, can be unloaded, in- 
stalled and put into operation. 

This company is one of the home- 
grown, substantial industries of Oil City 
and builds gas and oil engines, pumping 
powers, oil burners and refinery fittings 
for use in the oil business. Its products 
are so generally used in all parts of the 
world where crude oil is produced that 
great inconvience was caused, not only 
to the company, which had_ several 
months’ business booked ahead, but to oil 
producers generally when its plant was 
so seriously damaged by fire. Accordingly, 
the earnest desire of the officials of the 





company is to have the plant in full 
are forthwith so that the demands 
of its constantly increasing legion of pa- 
trons may be served better than before, if 
that be possible. It is to this end that 
the directors of the company are now 
bending all their energies. 





SUING FOR OIL ROYALTY 





Wicnuita, Kan., Jan. 2.—Sixty thou- 
sand dollars is asked from J. C. Kullman, 
wealthy oil man of Towanda, in two civil 
actions filed in the district court Satur- 
day by C. P. Ramsey and C. V. Conrad, 
who had been engaged in buying and sell- 
ing oil leases and royalties. The case is 
the outgrowth of the sale of the George 
K. Simpkins royalty in Butler Couty, 
the net profits on which are said in the 
petition would have been $150,000. Ram- 
sey and Cozad are each suing to collect 
one-fifth of the “net profits.” 


in enforcing it. The) 


OIL NOT FROM THE WELLS 
IS HAVING ITS BOOM NOW 


Tampa, Fla., Jan. 25.—The war has 
given Florida and the South generally 
an important by-product in the develo 
ment of the oil crushing industry in the 
United States. ~The edible oil —— 
of this country, especially cottonseed oil, 
is entering upon a new era of expansion, 
after having come out of a severe test 
in the war as a shining example of how 
an industry through co-operation with 
the Government can meet abnormal de- 
mands without imposing hardships on 
either the producer or consumer. The 
edible oil industry met the war condi- 
tions and speeded up production to equal 
demands from overseas more successfully 
than any other on which there was cor- 
responding strain. 

It is today going after world business 
on a larger scale than seemed ssible 
before the war, and with a well built 
foundation that gives it a decided advan- 
tage over any other country. Its growth 
means a larger life for many related in- 
dustries. 


OIL BUSINESS IN JAPAN 
MAY NOW BECOME ACTIVE 


According to Tokyo advices, Japanese 
oil men expect to greatly increase their 
field activities duridg the year 1919, 
| owing to the prospect of larger shipments 
| of oil well machinery from America than 
| were permitted during the war period. 

Last year’s oil records showed a decrease 

in the output of the Japanese fields, but 
| because of increased prices the companies 
| engaged in producing the fluid had grati- 
| fying profits. The Nippon Oil Co., for 
| the last six months of 1918, netted over 
| 6,000,000 yen. As a result of increased 
| field supplies, much deferred prospect- 
ing work will be done during the coming 
year in various localities, including Nairo, 
| Kosempo and districts in Formosa. 

In the Echigo field, Nippon’s well No. 
87. recently completed, proved to be a 
gusher. It flowed over the derrick top 
and the oil is a superior qualitiy. 

The same company has installed a 
cracking plant at its Echigo refinery and 
satisfactory results are anticipated. 

The Akita Mining College has insti- 
tuted an oil-engineering course, a pioneer 
effort of that character in Japan. 

















SENATOR GARLOCK’S PLAN 
TO REGULATE OIL INDUSTRY 


Houston, Tex., Jan. 18.—Senator 
Carlock, of Tarrant, proposes that the 
Railroad Commission shall take over the 
administration of the laws having to do 
with the regulation of the petroleum in- 
dustry in Texas. The commission now 
has jurisdiction in the matter of pipe 
lines, but with the promised flood of new 
laws regulating the production and han- 
dling of petroleum the commission might 
find that it has more than it can Well 
handle. 

Just what form the legislation affect- 
ing oil will take cannot be forcast for 
there are many propositions pending and 
nearly every member from the West 
Texas counties which have recently dis- 
covered that they are in the petroleum 
belt or hope to be has some idea concern- 
ing the matter. 


REFINERY AT BILLINGS 

The Greater Oklahoma Oil Corpora- 
tion has started work on a 2,000-bbl. re- 
finery at Billings, Okla., having acquired 
a 15-acre site in the Sinclair addition. 
The Rock Island Railroad Co. is build- 
ing loading racks and a spur to the site. 
Production has been contracted for in 
the local field. The Leete process of re- 
fining will be used. The company is com- 
posed of G. B. Sheritt, N. S. Burton, W. 
H. Hall and C. F. Burton. 





GEOLOGISTS TO CONVENE 


Datxias, Tex., Jan. 25.—Oil geologists 
are to hold a three-day convention. here 
in March, and the program will include 
some very interesting features. The men 
to meet ar members of the American 
Association of Petroleum Geologists. 
Alex Deussen, of Houston, is president of 
the association, W. E. Wrather, of Dal- 
las, secretary-treasurer, and J. C. White, 
of Morgantown, W. Va., is vice president. 
Charles H. Taylor, of Oklahoma City is 
editor of the association. One of the at- 
tractions of the meeting will probably be 
David White, chief logist of the 
United States Geological Survey, an emi- 








Frank. P. Peterson & Co. 


ENGINEERS 
Petroleum Technology 
Phone 6019 604 E. Third St. 
Tulsa, Okla. 


We specialize in the production of gaso- 
line from natural gas. Field investigation, 
plant efficiency. Plans, specifications, 
construction, operation, and in the 
obtaining of maximum yields of gasoline 
from crude oil. 








WILLIAM F. JONES 
ECONOMIC GEOLOGIST 
Petroleum and Coal Examinations 
West Indian and Central Americar 
Exploration 
222 Charles River Road 
Cambridge, Mass. 











REPAIRING — REBUILDING — PAINTING 


TANK CARS 


We Guarantee Least Time Out of 
Service Compatible With the 


Best Workmanship — and 
That is the Only Kind 
We Do. 


Phone— Wire —Write for a Representative 


THE PEOPLES TANK LINE CO. 
COFFEYVILLE, KAN. 














J. E. HEAD & CO. 


Texas Oil and Gas Leases 


also Producing Properties 





Westbrook Hotel Bldg. 
Fort Worth, Tex. 

















NEW MAP 


Just completed, new ownership map 
Stephens County, Texas, showing por- 
tions of adjoining counties and includ- 
ing the Moran, Ranger and Strawn oil 
fields. White prints on cloth, price $10 


HEYDRICK MAPPING COMPANY 
Wichita Falls, Tex. 














WE BUY AND SELL 
NEW AND SECONDHAND 
LINE PIPE AND CASING 

Highest prices paid for abandoned wells 

H. JOSSEM SUPPLY CO. 

Tulsa, Ukla. 
Telephone 6941 614 Mayo Bldg. 




















Map of Oklahoma 


sectionized map of entire State. Shows 
all development. Accompanying map 
is “Oklahoma Oil Sands,"" compiled by 
Fohs & Gardner, giving depth and 
thickness of sands in the different 
fields. 

Price $7.50 


TULSA MAPPING CO., TULSA, OKLA. 

















nent authority on geol of petroleum. 
Mr. White has been a visitor in Dallas’ 








on former occasions and has friends here 
amonge others than scientists, | 

















REPORTS, 

EXAMINATIONS, 
APPRAISEMENTS, | On Oil and 
CONSULTATIONS, | Natural Gas 
ESTIMATES AND oe 
PLANS FOR NAT'L 

GAS PLANTS 





JO. P. CAPPEAU SONS 
Benedum-Trees Bldg., Pittsburgh 
408 Unity Bldg., Tulsa, Okla. 
Cable Address, Capo, Pittsburgh, U.S.A 
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WwW. G. MATTESON 
CONSULTING GEOLOGIST 
and ENGINEER 
of Mid-Conti l, Texas and Gulf 
Coast Oil Properties a Specialty 
314 Texas State Bank Bldg. 
Fort Worth, Tex. 























F. JULIUS FOHS 


Consulting Oil Geologist 


NEW YORK 
60 Broadway 
Phone Rector 7276 


TULSA, OKLA. 
307 Kennedy Bidg. 
Phone 3760 








VALERIUS, McNUTT & HUGHES 
Petroleum and Mining Geologists 


326 Mayo Building 
TULSA, OKLA. 
LEXINGTON, KY. 7 

















JOHNSON, HUNTLEY & SOMERS 
GEOLOGISTS, APPRAISERS 
OIL AND GAS 
306 State Hall, University of Pittsburgh 
Schenley 3300 
PITTSBURGH, PA. 

Room 505, 14 Wall St., Phone Rector 6776 
NEW YORK 


|_Roswell H_ Johnson __L. G. Huntley 


y__R. E. Somers _| 











WALTER STALDER 
OIL GEOLOGIST 


Crocker Building 
SAN FRANCISCO, CAL. 

















JAMES H. GARDNER 


GEOLOGIST 


OIL AND GAS 
OFFICE 510-511 NEW DANIEL BLDG 
PHONE 2872 
TULSA, OKLAHOMA 




















WwW. R. CALVERT 


PETROLEUM 
GEOLOGIST 


Newhouse Building 
SALT LAKE CITY, UTAH 











WILLARD R. JILLSON 
GEOLOGIST 


Oil, Gas, and_ Fluorspar 
Examinations, Evaluations 


THE UNIVERSITY OF KENTUCKY 
Phone 3982 Lexington, Ky. 














H. B. GOODRICH 
Geologist—Engineer 
(Oil and Gas) 


Phone 6944 611 S. Boulder Ave. 
Tulsa, Okla. 











Cc. W. WASHBURNE. 


Geologist 
66 Liberty Stret, New York 
Cable: “Washburnol” 
Code: “Bedford McNeill” 














ADAMS & BUTTERS 
OIL AND MINING GEOLOGY 


H. H. ADAMS 
Box 69, Ranger, Texus 
ROY M. BUTTERS 
Apartado 755. Tampico, Mexico. 


Natural Gas Developments 


bas 17 TORCHES NOT ALLO 
UNDER NEW GAS REGULATIONS 


LivERPOoL, Ohio, Jan. 25.—Waste of 
natural gas in East Liverpool, such as 
burning it all day to save vad trouble of 
turning it off, 2 be re ie spores to Fuel 
Commissioner H according to 
an order issued b re Federal Fuel Ad- 
ministration for Ohio at Columbus. The 
order follows: 

It shall be deemed wasteful to 
burn natural gas by means of flam- 
beaux or open lights ; to burn nat- 
ural gas for the purpose of outside 
lighting during daylight hours; to 
burn natural gas in inefficient ap- 

to burn more natural gas 

than is reasonably necessary for the 
purpose which it is intended to 
serve: or to consume natural gas in 
any other manner which is not rea- 
sonably efficient and economical. Li- 
eensees are‘hereby directed to report 
to the United State Fuel Adminis- 
tration all cases where consumers 
persist in the wasteful use of nat- 
ural gas. 

The order was issued because of in- 
stances where natural gas was allowed to 
burn carelessly even when under meter 
regulation, as well as for the guidance of 
so-called “free” consumers, whose gas 
costs them nothing, it was stated. 

Various attempts were made during 
the autumn to persuade “free” consumers 
to limit themselves to 200,000 cubic feet 
a year, but these were unofficial as re- 
gards the Fuel Administration. 

The marketed production of natura) 
gas in the United States amounts to 
about 800.000,000,000 cubic feet a year, 
serving about 10.per cent of the popula- 
tion. This product takes the place of 
over 30,000,000 tons of coal. 


Gas Line Bill Opposed 
By Citizens of Dallas 


AusTIN, Tex., Jan. 25.—The gas sup- 
ply of North Texas became the all-impor- 
tant question before the House Common 
Carriers Committee this afternoon. The 
occasion was the consideration of the bill 
introduced by Ben L. Cox to make com- 
mon carriers of all gas distributing and 
carrying companies and to place them 
under the control of the Railroad Com- 
mission. 

Present for the meeting were Mayor 
Joe. E. Lawther, My Attorney A. 8. 
Hardwicke and F. “&. Jr., manager 
of the Lone Star , * of Dallas; 
George W. Armstrong and O. K. Shan- 
non were present from Fort Worth. 

While the measure was introduced in 
an effort to regulate a similar compan 
near Abilene, it brought the Fort Wort 
and Dallas men, who were interested in 
the gas supply of the North Texas and 
the Oklahoma fields. 

Among other things, the prediction was 
made that hoth cities of North Texas 
will ask for 75-cent gas within a short 
time. That was the reply made by Mr. 
Lege in answer to a declaration by Mr. 
Armstrong to the effect that the passage 
of the bill will mean 30-cent gas for the 
cities supplied by the Lone Star Gas Co. 
Mr. Lege said the request would be made 
as a means of saving a gas supply that 
is rapidly playing out. 

Mayor Lawther opposed the bill, sa 
ing that he could see no ible good o 
the measure, while he could see some pos- 
sible evils. 

“Right now,” said Mayor Lawther, “we 
are informed that the mains of this com- 
napy are taxed to the limit and the needs 
of the domestic consumer are not sup- 
plied in extreme cases. If you make a 
common carrier out of this or any other 
company, any fi gd corporation can go 
into the gas fields, begin the production 
of gas and under the law the pipe line 
company would have to accept this gas 
for delivery to the private concern. 

“With mains already taxed, this would 
result in a further uction of the su 
ply possible to the domestic consumer. 
it is now, a city can order that boiler use 
of gas cease. If these co nies become 
common carriers, that privilege would 
cease.’ 

Mr. Armstrong went into the history of 


pliances ; 











(did not dare enter a ci 











the Lone Star company. He said it ha 
Gerona properties valued at more than 

from an original investment 
of only $2,000,000. He said the concern 
, but alwayr 
delivered its product at the limits of a 
city to a distributing company. 


a be asked in such instances would indi- 


character beyond the control of anyone. 
They do not want to be controlled. ‘The 
passage of this measure means 30-cent 
gas for Fort Worth and Dallas.” 

It was then that Mr. Lege predicted 
75-cent gas within a short time. _ said 
that it would be inconsistent to make a 
common carrier of a gas pipe line, when 
it carried but one product and that for 
one one purpose. 

Yo charges of immense profits and 
holdings, he said that the business was 
the most uncertain known. 

“A gas field today is not a gas field 
tomorrow,” he said. “If I could promise 
to the people of Fort Worth and Dallas 
a sufficient gas supply for one year, I 
would be the happiest man in the world. 
But I can not. No man can tell what 
a gas well will do. All the money we 
have invested will be of no value when 
our fields play out.” 

The bill will have further consideration 
by the committee. 


HOPE COMPANY WINS FIGHT 
ON HIGHER RATE SCHEDULE 


PARKERSBURG, W. Va., Jan. 25.—By a 
decision rendered by the State Publie 
nove Commission, the Hope Natural 

Gas Co. wins its fight for an increase of 
domestic rates at all points served in the 
district, except Parkersburg, where the 
present rates are fixed until August 20, 
1920, by a franchise. The gas company’s 
petition for permission to raise its rates 
to manufacturers is granted for all points 
in the district. ‘That the domestic raise 
would have been allowed in this city, 
had it not been for the franchise pro- 
vision, is indicated by the statement made 
by the commission that, because of the 
increased cost of necessary labor and 
materials, “the present rates are insuf- 
ficient to produce a fair return on the 
investment and therefore an increase 
should be allowed.” 

Whether the domestic rates here will 








he raised after the present franchise of 
the Hope company expires in 1920 de- 
pends on whether the company renews 
its application then for such raise. The 
rates will nut go up automatically under 
the present ruling of the commission, as 
the matter is left open. 

Gas engine rates in this city, oe in 
Williamstown, Sisterville, Paden City, 
Friendly and St. Marys, were set at 
24 cents per 1,000 feet for the first 150,- 
00 feet of gas used, 18 cents for each 
additional 5,000 feet up to 300,000 feet, 
and 16 cents per 1,000 for all over 300,- 
000 fe, subject to a discount of 1 cent 
per 

The raise in domestic rates affects onlv 
those towns that joined with Parkersburg 
in protesting, it being granted some time 
ago in those communities that made no 
protest. The towns affected are St. Mary, 
Sisterville, Paden City, Friendly, Wil- 
liamstown, Mannington, Mount Clare and 
Pine Grove. The first five will pay 25 
eents per thousand, with a discount of 
2 cents; the last three will pay 23 cents, 
with a similar discount. The new rates 
are effective January 1, 1919. 

All the protesting towns put up good 
fights. but Parkersburg put up an un- 
usually good one, skillfully directed by 
City Solicitor James S. McCluer. More- 
over, it had the best case, grounded on 
the possession of a hard and fast. con- 
tract embodied’ in the latest franchise 
granted the gas company. 


WICHITA GAS PRICE MAY GO 
UPWARD TO ABOUT 60 CENTS 











E. H. DEVORE 
PETROLEUM GEOLOGIST 
MINING ENGINEER 
Office: Room 1, 413% Main St. 
P. O. Box 80, FT. WORTH, TEX. 








Charles 7. Kick james E. Hoover 
KIRK AND ID HOOVER 


ite, pete er Tulsa 
Phone Osage 2820 


Westbrook Hotel, Fort Worth, Tex. 








M. J. MUNN 


Consulting Geologist 
Appraiser 
305 Cosden Bldg. Phone 5703 
TULSA, OKLA. 











FREDERICK G. CLAPP 
120 BROADWAY 
NEW YORK 








THOMPSON & BLACK 
Accountants and Engineers 
14 Wall St., New York 
Our income-tax depariment specializes in income-tax 


matters involving appraisals of oil properties and 
depletion of producing lands. 








F. J. 8. SUR 


GEOLOGIST 
PETROLEUM ENGINEER 
503 Commonwealth Bldg. 
Denver, Colo. 








G. A. BURRELL 
CONSULTING CHEMICAL ENGINEER 
Careful tests of natural gas to deter- 
mine gasoline content. Gasoline plants 
operated at highest efficiency. Com- 
pression and absorption processes. 
Natural Gas, Gasoline, Petroleum. 

Benedum Trees Building, 
PITTSBURGH, PA. 








STUART ST. CLAIR 
CONSULTING GEOLOGIST 
Petroleum and Mining 
Suite 800, 20 E. Jackson Boulevard 
Chicago 
Branch Office, Winchester, Ky. 











Wronrta, Kan., Jan. 25.—Wichita gas 
consumers will have to pay more money 
for their fuel, in the future, as a result 
of a —. advance by the Wichita Nat- 
ural ichita Natural sup- | 
plies the’ toi distributing concern, known 
as the Kansas Gas & Electric Co., and has 
notified the latter that it will charge, on 
and after March 15, = Raw 45 cents 
r 1,000 cubic feet. 2 ee price 
s 18 cents to the t etribat Rem ge 
« Wichita has been burning 
r 27 cents, counting the discount. Tr 
the. distributing company increases its 
ny ust enough to meet the advance 
Rp atural, consumers will 
asked to"pay 57 cents. However, 


cate that the distributing company will 
ask for more than a sufficient advance to 
e increase in ns to it, due to the 
presumption that it cost more to 
nance the added caetton placed up ce 
it by the pi 





“This condition,” he continued, "leaves 
similar ' March 


this concern or any other of. 





gas, or | a Sony See Teco” Wickl Wichi 


H. A. Fisoer Company 
“‘Natural-Gas’’ Gasoline 


Engineering 
334 Fourth Ave. Pittsburgh, Pa. 











WILLIAM R. JEWELL 
GEOLOGIST 
1204 Commerce Trust Bldg. 
Kansas City, Mo. 











MAX A. PISHEL 


Petroleum Geologist 
Field Examinations and Appraising 
of Oil Properties ad 


Phene 690. 616 New World Bldg. 





Tulsa, Okla. | 
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BUSINESS and PROFESSIONAL DIRECTORY 








Petroleum Geologist and Engineer 
OIL AND GAS SURVEYS 
Geological Oil Maps ef Kansas and 
Oklahoma 


422 Hoyt Buildin 
WICHITA, KANS. 





H. E. ANDERSON \ RUBBER STAM‘ S 


MARKING DEVICES 


All Kinds of Ink, Time Stamps. 
Numbering Machines 
Orders Filled Promptly. Write for Catalos 
DALLAS RUBBER STAMP CO. 
Dallas, Texas 


LAFE SPEER ABSTRACT CO. 
General Abstractors 
Boyd, Pres. and Mgr. 


J. A. 
11 8S. Park St. Sapulpa, Okla. 


TULSA AUTO LIVERY COMPANY 


101—TAXI—122 


Reliable Service Tulsa, Okla. 














PHONE 1000 
THE MULTIGRAPHING SHOP 


Operates Complete Multigrapb System 
212% Bast Third Street - Tulsa, Okla. 


OPEN 


Tulsa Chemical and Biological Labora- 
tory. Public Oil Testing Laboratory. 





Suite 213-14-15 Richard Bldg., Third 





BASS FURNITURE & CARPET CO. 
Furniture for Office and Home 
Shaw-Walker Filing Devices 
Tulsa, Okla. klahoma City 


DAWSON TOWEL SUPPLY 
Aprons, Towels and Jackets for Rent 
Towel Service for Offices, $1 per Mo. 

Phone 2185, Tulsa, Okla. 


STRUCTURAL STEEL BUILDING 
Oil Refineries, Casinghead Gas 
Plants, Glass Plants, Machine 

Shops, Bridges, Etc. 





Engineers for designing firepoof 





LEASES 
(For development only) 
J. F. BLACK 
306 Merchants Bldg., Shreveport, La. 


DICKEY-ASHBY-FOUNTAIN CO. 
General Insurance 
Derricks, Tanks and Contents Insured 
212 8. Boston Ave., Tulsa, Okla. 


structures for all purposes 
Cc. M. PRITCHARD 
Structural Engineer 
208 Seaman Bldg. Tulsa, Okla. 


and Boston 


L. E. LANDON, C. EB. 
C. E. HAMNER, M. D. 


Tulsa, Okla. 








BONDS 


All kinds. Oil Run and Departmental 
Lease Bonds Executed. 





TITLE GUARANTEE & TRUST CO. 





YOUR CARD SHOULD BE HERE 
“It Brings Results” 
One-half inch, $1.50 per month. 


J. B. FINK, Engineer — 
Gas Tested—Plant Construction 
Phone 542 P. O. Box 578 
Tulsa, Okla. 


YOUR CARD SHOULD BE HERE 
“It Brings Results” 
One-half inch, $1.50 per month. 


Insurance Department 


(Successors to « arr, French 4 Wakefield) 
Phone 8100 


318 Kennedy Bldg. Tulsa, Okla. 








FRED V. BURNS, 8. en Cc. 
Apartado 311 TAMPICO, MEXICO. 
Reliable information on all classes of 
lands, leases and production in the Mexi- 
can oil fields. 








Capital Abstract & Realty Company 
W. S. Bell, L. B. Norton 
J. F. Patterson 
Okmulgee, Oklahoma 


CHAS. W. GOODWIN 
Nowata, Okla. 


Oklahoma Investments 


Leases, Production, Royalties 
Lands and Drilling Contracts 
Would consider part cash and stock in 
some good dividend-paying companies. 
Correspondence solicited. Reference, 

Citizens National Bank. 


T. M. RICHARDSON, dr. 


OIL LEASES AND 
PRODUCTION 


Oklahoma Oil Stocks 
Oklahoma City - Oklahoma 








E. A. COLEMAN 
Oil Production and Royalty Broker 
Kansas and Oklahoma Fields 





Box 311 _Independence, Kan. 


GEO. W. HENRY, Printer. 
“BETTER PRINTING” 
112 West Second St. 


3AND SPRINGS WATER CO. 
Pure S 








Phone 238 Tulsa, Okla. 





Place your orders for Ice with the 
rULSA ICE COMPANY 
Phone 12. 4 N. Detroit, Tulsa, Okla. 








WESTERN BANK SUPPLY CO. 
Manufacturing Stationers 
High-Grade Office Furniture 

Filing Cabinets—Safes 


LOG BOOKS — TOWNSHIP PLATS—ALL STANDATD FORMS 





Lithographing Embossing 
Engraving Printing 
The House of Quality 
317 West Main St 4th and Boston 








ri Water 
Distilled 
Phone 700 Tulsa, Okla. 





OKLAHOMA CITY TULSA, OKLA. 














Derrick Torn to Pieces 
By Monster New Gasser 


INDEPENDENCE, Kan., Jan. 24.—Ac- 
cording to information of the Indepen- 
dence Reporter, the biggest gas well in 
the country was brought in this after- 
noon by the Elk Valley syndicate on the 
Minnie King land near Elk City. Kan 
The section is 22-31-13, on the Elk and 
Montgomery County line. It is this com- 
pany's fourth well on this property. 

The well is conservatively estimated at 
90,000,000 cubic feet, which is at least 
25,000,000 feet larger than the largest 
well heretofore brought in. It is be- 
lieved that this is the biggest well in the 
State today. It tore the rig all to pieces 
when the tools were blown out and it 
cannot be controlled. It is impossibie 
to put a gauge on it so the production 
could be measured accurately. : 

The largest well heretofore was just 
south of this well brought in today. This 
one well indicates that the Elk City gas 
field is stronger than it was heretofore 
thought to be and proves that it shows 
no signs of losing any of its volume or 
pressure. : 








WEST VIRGINIA GAS MATTER 


PrrrspurGH, Pa., Jan. 25.—Pittsburgh 
“as consumers are much interested in 


West Virginia ogo which include 
the shut of of interstate piping of 
the vapor fuel. The following editorial 
from the Pittsburgh Press reflects the 
ceneral view held here regarding the pro- 
posed anti-piping legislation, which has 
so many advocates in West Virginia: 
“The proposition which some of the 
manufacturing interests of West Virginia 
advoeated in the West Virginia Legisla- 
ture in 1917 and which it is said they are 
about to agitate in that body’s 1919 ses- 
sion, might easily operate as a boomer- 
rang, 
: enactment of a law by West 
Virginia to prohibit its natural gas com- 
panies from selling any of that com- 
modity outside the State as long as it 
is wanted by 
looks at first glance like a natural and 
excusable P . But its consti- 
tutionality is at least doubtful; it is dia- 
metrically opposed to sound policy which 
requires the removal of all possi le bar- 
tiers to interstate commerce; and it is 





consumers within the State | Tul 


those very manufacturing interests within 
West Virginia which are in favor of the 
measure in the belief that it will give 
them cheaper and more abundant gas 
and along with it a trade advantage over 
competitors in other States who are now 
being served with West Virginia gas. 

“Every such precedent as this pro- 
poses is full of danger to these re- 
sponsible for it. It produces a tendency 
toward reprisals, the ultimate extent and 
consequence of which it is not easy to 
foresee. These identical West Virginia 
manufacturing interests which seek to 
shut off the supply of West Virginia gas 
from outside competitors would, many of 
them, be utterly unable to continue in 
business if the supply of iron ore, for 
example, for which they are dependent 
on Michigan and Minnesota, should be 
shut off from them by Minnesota and 
Michigan laws restricting iron ore ex- 
ports to certain localities. 

“The whole thing is so fundamentally 
opposed to sound trade principles, to 
publie policy and to good Americanism, 
as to give us considerable faith that the 
West Virginia I egislature will reject the 
plan now as it did two years ago. It 
is regrettable that natural gas conserva- 
tion was not practiced 2 PA-y ago, 
when West Virginia wasted ,000.000 
feet daily. But this present proposed 
restriction is not conservation. t is 
simply an un-American attempt to inter- 
fere with the freedom of interstate com- 
merce. The Federal courts may be trust- 
ed to frown upon it if the Legislature at 
Charleston doesn’t.’ 


RESPECTED TULSA CITIZEN 
DIES IN LOS ANGELES, CAL. 


Los ANGELES, Cal., Jan. 25.—O. W. 
Maloney, aged 55 years, died in this city, 
following a lingering illness of Bright’s 
disease. Mr. Maloney was a resident of 
Tulsa, Okla.. and a man well known and 
highly regarded in all of the oil fields, 
having been engaged in various branches 
of the industry for many years. He was 
patentee of the Maloney portable, bolted, 
steel tank and at the time of his death 
was president of the Maloney Tank Man- 
eictaring Co., with plant and offices in 

sa. rom a small beginning as 4 
manufacturer of wooden tanks, Mr. 
Maloney advanced to a leading position 








in the ranks of tank builders. His frie 
were many and his death will be sincerely 
mourned. Survi are the widow and 


nds | artificial gas system were to —_ forces. 
i 


BRIGHAM GAS COMPANY IS 
TO SUPPLY UTAH CONSUMERS 





Satt Lake City, Utah, Jan. 24.— 
More details on the new gas cuageny, 
which has been organized to drill for 
natural gas in the “flat” west of Brig- 
ham City, is given in the following story 
from the Bow Hider Journal: 

The organization of the Brigham Nat- 
ural Gas & Oil Co. has been perfected. 
The committee previously appointed to 
act on this matter recently met in this 
city. Therr names and the amount of 
stock they represented are as follows: 

George W. Watkins, C. M. Smith,*H. 
F. Clark, P. H. Ball, W. S. White, L. 
Pruitt, C. F. Faye, F. J. Walker, al! 
60,000 shares each, and B. C. Call, 120,- 
000 shares. 

At this meeting they accepted the prop- 
erty known as the Elias Jensen lease, 
held by «>. M. North, Will S. White, C 
F. Faye and F. J. Walker, and all signed 
over their right, title and interest in this 
lease to the Brigham Natural Gas & 
Oil Co. 

Will S. White was appointed fiscal 
agent and F. J. Walker assistant fiscal 
agent, to sell 250,000 shares of stock to 
he known as preorganization stock, at 
a price not to ex 10 cents per share 
and no shares to be sold for less than 
10 cents. From the sale of this stock 
the company to net not less than 5 cents 
per shure. The time allowed to dispose 
of this stock to terminate on or before 
the first day of March, 1919, or at such 
time as the board directs. 

Attorney B. C. Call was appointed at- 
torney to p with the incorporation 
of the company, to be known as the 
Brigham Natural Gas & Oil Co., and 
shall be incorporated for $500,000 divided 
into 2.000, shares of the par value of 
25 cents per share. 





MERGING OF GAS INTERESTS 
ENTAILS LARGE EXPENSES 





Burrato, N. Y., Jan. 24—Plans for 
the merging of the natural and artificial 
gas interests here have of late quite 
freely ed in Buffalo. The propo- 
sition was to the effect that the Iroquois 
Natural Gas Co. and William J. Judge’s 


so as to give consumers in s city an 








quite=as likely to injure as to benefit 


three sons, Ray, nge and Wayne. 
Burial will be in this city. ° 


‘Since last here I have held confer- 
ences with the New York people in con- 
nection with this mixed gas question. I 
am given to understand it is a much 
larger question than [ expected. I may 
say that under certain conditions the 
Buffalo Gus Co. officers and owner are, 
willing to go ahead and install a modern 
gas plant that would increase its output 
by several million cubie feet. This would 
involve a large expenditure of money. 
Then again it would be necessary to reké 
the mains in Buffalo with what is known 
as ‘drips’ to take care of mixed gas. 

“This would require considerable time. 
and the question of how to take care of 
the users of natural and artificial gas 
during .the rehabilitation of the mains 
also would be a question. Then there 
would be the question of looking after 
the natural gas consumers outside of 
Buffalo during the process. It would 
take approximately $1,000,000 for the 
rehabilitation of mains and another 
$2,000,000 for the installation of an up- 
to-date plant te replace the old Buffalo 
gas plant. I would like to know how the 
public service feels on this expenditure 
and if it would be included as necessary 
and recognized expenditures.” 

Notwithstanding the many public hear- 
ings and arguments, newspaper articles, 
speeches, ete., regarding Buffalo’s fuel 
problems, there has been a fair supply 
of gas in this city this winter. “With 
the help of the commission’s order and 
Divine Providence we have had no com- 
plaint on account of the shortage of gas 
so far this year,” Judge Kenefick told 
Chairman Hill at the conclusion of « 
recent gas hearing by the Publie Service 
Commission. 








TO “ERECT” A PIPE LINE 





This item is from the Lewvington (Ky.) 
Heralds “Articles of incorporation were 
filed yoann in the county clerk’s office 
by the C. 8. Shriver Pipe Line Co., fixing 

e capital stock of the company at 
$20,000, divided into 200 shares at $100 
ashare. The princi offices of the com- 
pany will be loca in this city. The 
company proposes to erect a pipe line in 
the oil fields of Eastern Kentucky to 
carry the production of the oil wells in 
that section. The articles were signed 
7 Charles Madden and W. J. O’Brien, 





adequate supply of . Judge Kene- 
fick. representing the icenain 4 quoted 
by the Buffalo Times as saying: 


b 
b om and C. 8S. Shriver, of this 
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Financial and 


By CHARLES NORDHAODS, Jr. 


NEW YORK EXPORT MARKET 





New York, Jan. 24.—The volume of 
export orders continues fairly large chiefly 
for Government account, covering sup- 
supplies for reconstruction work abroad 
in devastated battlefields. The restora- 
tion of the steamer oil tank fleet to re- 
finers and individuals continues slow. 
Naphthas are still withheld notwith- 
standing the removal of export restric- 
tions. The allocation system promises to 
remain in force until late in February. 
Prospects for an active market continue 
favorable, as the supply of petroleum and 
products at many points here and abroad 
is at the lowest point. Stocks, it is 
pointed out, are not ample to fill ordi- 
nary requirements in future, which un- 
doubtedly will lead to a renewal of sub- 
stitutes. Prices of crude oils are influ- 
encing continued strength of refined oils, 
consequently spectacular downward re- 
visions are not expected. Sales of ex- 
port petroleum for the week just .ended 
show slight decreases particularly for 
illuminating oil in cases, due to strin- 
gency in freight space. Gasoline and 
other naphthas scored gains while lubri- 
cating oils show a fair shrinkage. Prices 
closed unchanged and steady to firm. 
Gasoline is guided by the crude situation. 
The erfding of the war abroad has result- 
ed in less active business in gasoline. 

A Chicago report intimates lower 
values in tank wagon gasoline in that ter- 
ritory which may lead to active competi- 
tion. 

The local demand for spot kerosene is 


fairly active while motor gasoline is 
steady at unchanged quotations, influ- 
enced by mild weather conditions: 
Charters of vessels for petroleum re- 
main at a standstill under present un- 
changed conditions. Shippers to the 
United Kingdom, France and Portugal 


are endeavoring to get lower freight rates 
now that tonnage is more plentiful 
Troop ships are returning here, it is 
claimed, practically empty in many cases 
Ocean freight rates may undergo a big 
reduction early, according to an order 
by the Shipping Board. This, however, 
is questionable without the approval of 
President Wilson and there is some doubt 
about the board’s authority to make it 
without appealing to Congress for new 
legislation. Charters in the form of 
requisitioned vessels by the Government, 
amounted to about 254,451 bbls., showing 
a decrease of some 72,934 bbls. compared 
with the same period of 1918, reduced to 
crude equivalent. 

Clearances of petroleum at the port of 
New York, as outlined by tabulated fig- 
ures herewith, aggregated approximately 
from Jan. 1 to Jan. 23, 1919 26,697,450 
gallons, showing a shrinkage of some 
16,252,600 gallons with the correspond- 
ing period of 1918. 

The weekly review herewith, covering 
petroleum and products, involving trans- 
actions in export parcels, is based on 
f. o. b. terms New York, comprising 200 
to 299 packages in cases and cans, also 
10-gallon drums, unless otherwise stated. 
In order to arrive at f. o. b. price of case 
oil, 110° fire test, in regular cans, low, 
screw, two 5-gallon cans to a case, add 
delivery charges as per table herewith, 
given quantity ordered to base price as 
given in our market report herewith on 
standard white oil (water white oil sells 
at le a gallon higher than standard white 
oil). Lighterage charges, covering deliv- 
ery for case oil to vessels in New York 
harbor, lighterage limits, are as follows: 
10 to 99 cases, 2.15c; 100 to 199 cases. 
1.65¢ ; 200 to 299 cases, .90c; 400 to 499 
cases, .70c; 500 to 599 cases, :65c; 700 
to 799 cases, .55c; 1,000 to 2,999 cases, 
0c: 3.000 to 9,999 cases, .37c; 10,000 
to 19,999 cases, .33c; 20,000 to 29,999 
cases, .32c: 30,000 cases and over, 3.05c 
a case. 

Transactions in illuminating oil in 
bulk, for Government account included 
160,000 bbls. at fixed values. I[lluminat- 
ing oil in cases, covered some 75,000 cases 
on the basis of 21%4ec a gallon for 10 to 
99-case lots. Full cargo case lots closed 
at 18%c a gallon. Gasoline orders in- 
eluded 55,000 cases (mostly in bulk) 
which also applies to other naphthas 
covering some 50,000 cases. Of lubri- 
cating oils about 40,000 bbls. have been 
traded in. 

The following table gives the charters 
for petroleum and by-products at New York, 
covering crude and illuminating oils, also 
naphthas in bulk and in packages, reduced 
to crude equivalent, for the week ended 
Jan. 23 and from Jan. 1, 1919, with daily 
piled in barrels: 


averages, © 
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Market News 


Day. Since Jan. 1. Av'eg. 
January 17 27,778 494,538 29,090 
January 1 29,524 523,062 29.059 
January 20 40,005 563,067 28,153 
January 21 45,238 608,305 28,967 
January 22 48,096 656,401 29,700 
January 23 63,810 720,211 31,314 


Following tabulated figures give the clear- 
ances of petroleum and by-products at the 
port of New York, compiled in gallons for 
the week ended Jan. 23, and from Jan. 1, 








1919 with comparative figures: 
Week. *Since Jan. 1. 1918. 

Illuminating 6,250,500 13,081,900 12,732,880 
Crude ..... 75,000 75,000 100,000 | 
Naphthas 600,000 5,950,000 640,150 
Gasoline ... 490,200 1,490,200 502,000 
Lub. oils .. 1,650,150 6,150,350 aes | 

Total - 9,065,850 26,697,450 10,444,850 


* Approximate. 
Foreign Cable Quotations 
American illuminating oil, standard white, 
ex-wharf, in barrels, per gallon: 
Liverpool. 


PUNT ce ccsavesceses ls 4%4a ls 6%d 
BaturGay 2. csecsccecsss ls 4%d ls 6%d 
Oe. wncnntecaseub hte ls 4%d ls 6%d 
20640.68 6000eew ls 4%da ls 6%d 
Wednesday ........4.:. ls 4%d ls 6%d 
.). SPS eee ls 4%d ls 6%4d 





ON TEN PER CENT BASIS 


PiTtspuRGH, Pa., Jan, 25.—Pittsburgh 
Oil Gas Co. has raised the quarterly 
dividend on $5 par from 2 to 2% per 
cent., placing the stock on a 10 per cent. 
basis as compared with 8 per cent. here- 
tofore. 


CITIES SERVICE COMPANY 





Earnings statement, Dec. 31, 1918: 
12 Mos. ending 12 Mos. ending 

Dec. 31,1918. Dec. 31 7 

.22,280,067.17 19,2 

° 521,485.59 : 












Gross earnings . 


Expenses 9.09 








Net earnings ...21,758,581.58  18,895,263.75 
Int. on Debs. 272,579.52 2,861.74 | 
Net to stock.....21,486,002.06 18,892,402.01 

Dvs. Pfd. stock... 4,034,274.50 3,742,695.15 | 


Net to common stock 
and reserves” ..17,451,727.56 15,179,706.86 | 








52.07 
33 










Debenture fund 7} 
Contingent fund 
Stock surplus 
Surplus reserve 
Surplus 


21°36 | 
2.31 | 


- 36,677,433.10 


Total surplus and reserves... 





} 

DEATH OF W. C. HILLMAN 
Toiipo, Ohio, Jan. 27.—On Satur-| 
lay announcement of the death of} 


William C. Hillman. at his home 
in San Francisco, Cal., was received in 
this city. Mr. Hillman, for many years 
at the head of the National Supply Co., 
made his home in Toledo, and some five 
years ago moved to his western home. Mr. 
Hillman was a man of sterling qualities 
und loved by all who knew him. When 
he came to the Lima field away back in 
the early days of the field, he was at the 
head of the old Buckeye Supply Co.. 
which later on became the National Sup- 
ply Co. Under his supervision, the com- 
any grew until it became one of the 
largest of its kind in the world. The be- 
reaved family has the sympathy of the 
oil fraternity. 


WIDOW RECEIVES $5,000 


Wionita, Kan., Jan. 25.—Mrs. Pearl 
I. Bruner, of Independence, Kan., widow 
of Clarence A. Bruner filed suit for 
$10,000 damages against the Standard 
Oil Co., for the death of her husband and 
was given a judgment of $5,000, as a 
result of an agreement. While Bruner 
was working at the Sugar Creek refinery 
December 1, he was burned severely and 
died a few hours afterward. 


COSDEN & COMPANY LEASES 


RANGER, Tex., Jan. 18.—Cosden & Co., 
of Tulsa, have leased about 200,000 acres 
of territory in the Ranger oil field and 
are drilling seven wells. It is understood 
that the company intends to hurry along 
its operation on the land and that the 
erection of tanks will be an item in the 
program in connection with the proposed 
Cosden pipe line from here to Tulsa. 


TO INSTALL NEW PLANT 


BraprorD, Pa., Jan. 25.—Sloan & 
Zook, a local oil firm, have arranged to 
install, near Carrolton, Ohio, a large 
gasoline plant. They also have plants 
for the manufacture of gasoline at Kane 
and Eldred, Pa. In Ohio the firm will 
utilize gas from the Berea grit field and 
the plant will be in operation next May. 











Decision as to Incomes 
By Federal Judge Mayer 


New York, Jan. 25.—United States 
District Judge Julius M. Mayer, sitting 
in New York, January 23 decided with- 
out leaving the bench that dividends paid 


|in stock by corporations are not income, 


and, therefore, not subject to taxation 
under the Federal income tax law. 

This decision was rendered in a case 
in which an income tax payer named Ma- 
comber had sued to recover, from the col- 
lector of internal revenue for the Third 
New York district, money paid as taxes 
on stock dividends under the law of 
916. 

Judge Mayer’s decision will be appealed 
by the Government to the United States 
Supreme Court, and. if that body upholds 
Judge Mayer, and decides in the same 


'way that it did in a similar suit affect- 


ing the 1913 income tax law, all income 
tuxes collected by the Government on 
stock dividends in 1916 will have to be 
repaid by the Government. The total 
sum involved will run into millions. 

The income tax law of 1913 did not 
expressly refer to stock dividends, and 
suits instituted to recover taxes on them 
were successful. But the amendment of 
1916 said that stock dividends should be 
considered as income, and it was under 
this amendment that the taxes were as- 
sessed and collected. 

The United States Supreme Court, in 
deciding the case affecting the 1913 law, 
said that the stock dividend was capital 
and that “a stock dividend really takes 
nothing from the property of the corpora- 
tion, and adds nothing to the interests 
of the shareholders. Its property is not 
diminished and their interests are not in- 
creased. The proportional interest of 
each shareholder remains the same. The 
on'y change is in the evidence which 


|represents that interest, the shares and 


the original shares representing the same 
proportional interest and the original 
shares represented before the issue of 
new ones.” 

In his decision Judge Mayer stated 
that he saw no difference between the 
Macomber case and the Towne case “in 
which the United States Supreme Court 
unanimously held that stock dividends 
were not income.” Mr. Murray, com- 
menting on the case after the argument, 
stated that the issue was to determine 
whether Congress had the power to say 
that white was black and black white, 
and that the insertion of the words 
“stock dividends” in the law did not in 
any degree affect the fact that stock di- 
vidends were not income. 

If the decision of Judge Mayer is up- 
held it will mean that all money col- 
lected by the Government since March 1, 
1916, as income taxes on stock dividends 
by authority of the amended law will 
have to be refunded. Previous to Jan. 
1, 1916, Mrs. Macomber owned 2,200 
shares of the stock of the Standard Oil 
Co. of California. On that date she 
received an additional 1,100 shares, and 
the tax assessed on this new stock was at 
the rate of 18.07 per cent of $110,000, the 
par value of the new shares. In his ar- 
gument, Mr. Hughes said: 

“It is not necessary to show what hap- 
pened when the Standard Oil Co. of Cal- 
ifornia declared its stock dividends; it is 
merly sufficient to show that plaintiff has 
not received anything with which to pay 
the tax.” 

He also pointed out that the plaintiff 
was no richer through the receipt of the 
extra shares and that she had not realized 
any gain. If dividends should be paid on 
the new shares, then the amount received 
would. be subject to the tax, but until 
that happened, he stated, she was im- 
mune from taxation under the income tax 
law. It was not the intention, he said 
+ Pape ate to tax a change in owner- 
ship. 

“The decision in the Macomber case 
was expected by the Treasury ,Depart- 
ment,” said Mark Eisner, collector of in- 
ternal revenue, “and the assessment of 
taxes on stock dividends was continued 
only because of the mandatory provi- 
sions of the act of Sept. 8, 1916. The 


-effect of the decision upon the pending 


revenue bill will be felt at once. The 
bill now provides that surplus neces- 
sarily accumulated by corporations shall 
be taxed against the individual stock- 


| holders at surtax rates the same as if 


they were members of a_ partnership. 
Under the decision in the Macomber case 
these corporations can declare stock divi- 
dends and thus employ that surplus with- 
out rendering stockholders liable to high 
taxation, and a few years hence when 
rates are Jower they may reduce their 
eapital stock and pay out their surplus 
as cash dividends to the stockholders in 
exchange for their stock. 
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FOR SALE. 


CASING AND LINE PIPE FOR SALE 

NEW AND SECOND-HAND 
15.000 ft. 8-in. 29-lb. line pipe, new. 

. §%-in. 24-1b. casing, S. H 

. §3-16-in. 13-lb., 8. H. 

. 55-in. 10-lb., S. H. 

. 65-in. 20-lb., S. H. 

. 5-in. 14%-lb., 8. H. 

. +%-in. 13-lb., new 

. 84%4-in. 24-lb., new. 

. 58-16-in. 17-lb., new. 

3.500 ft. 6-in. line pipe, 8S. H. 

Oklahoma Pipe Co., 401 N. Boston, 
Tulsa, Okla. Phone 6444. 


FUR SALE—S80 acres in Elk City gas 
field, three-quarters mile east of three gas 
wells producing 61,000,000 cubic feet per 
day; price $95 per acre. Address 428 
Citizens National Bank Bldg., Independ- 
ence, Kan. 


FOR SALE—40-acre lease located five 
miles northeast of Graham, Young Coun- 
ty, Texas, said to be on structure; Rox- 
ana Petroleum Co, acreage joining on 
west and north and Texas Co. on south; 
Roxana, Texas, Empire, Union, Cosden 
and other companies now drilling ; Cosden 
Oil Co. drilling southwest of Graham; 
this is five-year lease with rental of $128 
per year beginning in July, one-eighth 
royalty; abstract to date; title O. K.; 
price of this lease $2,000; 10 wells drill- 
ng, with four rigging up and new loca- 
tions being made each day. We own the 
I:. Golden survey of 160 acres and desire 
to sell 40 acres out of southwest or north- 
west corner. Oliver Petroleum Co., 506 
Moore Bldg., San Antonio, Tex. 

FOR SALE—30,000 ft. of new S8-in. 
29-lb. line pipe, 5,000 ft. second-hand 8-in. 
28-lb. and 5,000 ft. second-hand %-in 
25-lb., al! at bargain prices. ‘Tri-State 
Pipe Co., Bellaire, Ohio. 

FOR SALE—Two good royalties and 
one small lease in Stephens County, 
Texas, priced right. Write P. GC. Box 
108, Caddo, Tex. 


FOR SALE. : 

200-acre lease adjoining producing prop- 
perty of 16 wells from Bartlesville sand : 
depth drilling, 1,290 feet; thickness oi! 
sand, 21 feet. 

220-acre lease, 2% miles east of Inde- 
pendence, Kan., adjoining production on 
north and south sides; two oil sands 
shallow drilling. 

32U-acre lease, Wayside district, Mont- 
goinery County, Kansas; adjo.ns produc 
ng properties on three sides ; depth drill 
ng, 740 feet. 

k'urther particulars and sectional maps 
showing properties upon request. Address 
428 Citizens National Bank Bldg., Inde- 
pendence, Kan, 

_FOR SALE—Oil casing, new, 3.000 ft. 
6%-in., black, 17-lb.; following once run, 
6%-in., black. Following once run: black. 
1,500 ft. 5 3-16-in., 17-lb.; 1,200 ft. 65% 
in., 20-lb.; 900 ft. 8%4-in., 24-lb. Casing 
shoe, 5 3-16-in. Address Casing, care 
The Oil and Gas Journal. . 

OIL FIELD LEGAL BLANKS— 
Leases, assiguments, releases, townshi) 
plats, gauge books, run tickets, time 
books, well records, ete. Send for free 
eutalogue. Olds Press, 215 E. Third St. 
Tulsa, Okla. 

FOR SALE—Gas meter for sule, Wes- 
cott proportional meter, 50,000 feet. Also 
high-pressure ‘regulator. Union Centr:!! 
Oil Co., Buffalo. Kan. 


_ ENGINES—For sale, kerosene, gaso- 
line and gas, 2 h. p. to 22 h. p., for im- 
mediate shipment; low prices; 10-year 
Sporentes yore may pertae and oer. 
rig styles, catalog free. ttawa g 
Co., 2080 King St., Ottawa, Kan. 

FOR SAILE—Pipe fittings, gate valves. 
swedge nipples for 614 casing, all in A-1 
condition. The Union Central Oil Co. 
Buffalo. Kan. 

FOR SAILE—One twenty-five ard one 
thirty H. P. Oi] Well Supply Co. boilers 
just out of shop. Both have new flues 
and new mud rings, and are in perfect 
condition. For price address A. J. Rob- 
ling. 703 Daniel Bldg.. Tulsa. 

FOR SALE—One-half interest in 860 
acres of leases in Rogers and Adair 
Counties, Oklahoma; gas. oil and miner- 
als in adjacent leases. Address Leases. 
eare The Oil and Gas Journal. 

COMPRESSOR FOR SALE—RBesse- 
mer 80-h.p. gas compressor. Address 
























































«The Union Central Oil Co., Buffalo,’Kan. 





